

Four-bed bungalow 
and beautiful garden 


see page 31 


INSIDE: 40-page 
homes supplement 

THE VOICE OF HARLOW 


NEED CA$H? 

COME TO THE /HOP WITH OPTION/ 
CHEQUE CA/HING - PAWNBROKING 
BUYING - /ELLING - CA/H LOAN/* 
2ND-HAND - NEW - PART EXCHANGE 

CA$H CONCEPTS 

MARKET SQUARE, HARLOW 

(NEXT TO THE POJT OFFICE) 

TEL OT279 641535 FOR DETAIL/ 
*WRITTEN QUOTATION/ AVAILABLE 
YOU MUiT BE IB WITH I.D. TO JELL GOOLU 


WIN tickets to 
West End show 


THURSDAY, NOVEMBER 22, 2007 


50p where sold 


GSKJOBS SHOCK 


By BEN WILKINSON, Chief Reporter 

wilkinsonb@hertsessexnews.co.uk 

FEARS are growing that scores 
of jobs could be axed at one of 
Harlow’s biggest employers. 

Pharmaceutical giant GlaxoSmith¬ 
Kline is currently consulting with 
employment representatives and staff 
at its Pinnacles base as part of a 
worldwide review of its operations. 

Although it is not known how many 
positions are under threat, staff believe 
the cull could see jobs go from the phar¬ 
maceutical development department in 
Harlow and as many as 280 from its pre- 
clinical development departments at 
Harlow, Ware and in the United States. 

The news will come as a blow to the 
town’s industry which is still reeling 
from last week’s announcement that jobs 
will be cut at Raytheon Systems and 
Pitney Bowes, both also based in 
Pinnacles. 

Harlow MP Bill Rammell has been in 
touch with GSK and said the firm was 

continued on page 7 


see page 37 


Court throws out 
solicitor's action 
against McCanns 

AN attempt by 
Harlow solicitor 
Tony Bennett to 
take out a private 
prosecution 
against the 
parents of 
missing Madeleine 
McCann for child 
neglect has failed 
after a judge 
ruled that it was 
not within the 
jurisdiction of 
British courts. 

STORY: PAGE 3 

County agrees to 
hand over Square 


MUSIC fans who have waged an 
eight-month battle to save The 
Sguare from closure were 
celebrating this week after Essex 
County Council agreed to hand the 
keys over to a new team of 
operators next year. STORY: PAGE 3 




We specialise in residential lettings 


QAPQAPQAP, 


futurelet.com 



A Popular Classic Concert 


Patsy Dye & Robert Halfon 
present 


and Viennese Reception (chocolate & wine) 

sponsored by J Sainsbury & Co 


With the 

LONDON INTERNATIONAL 
ORCHESTRA 


7.30 pm Saturday 1st December 
St Paul’s Church, The High, Harlow 

Tickets.£13.00 from 01279 430011 
Or visit www.roberthalfon.org.uk 

Promoted by Simon Carter on behalf of Robert Halfon, Latton Bush Centre. Harlow CM18 7BL 


free 

eye exam 

when you choose 

to buy prescription glasses 


For customers choosing not to purchase prescription glasses 
our normal fee applies. Refunds not applicable for those who are 
entitled to free eye examinations. Voucher valid at Vision Express in 
Harlow only until 06.01.08 

Harvey Shopping Centre, 

01279 410346 

vision express 


Delivered to more than 40 r 000 homes in Harlow, Old Harlow, Church Langley, Epping and Sawbridgeworth 
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PEUGEOT 


Reduce your 
Carbon footprint 

Get the feel good factor and save up to £3500 against MRRFL 


BRAND NEW Peugeot 207 Urban 1.4HDi Diesel 60+mpg 


SAVE £1500 

ON MRRPWITH 
BRISTOL STREET MOTORS 


t jDyear -* 

ROAD FUND LICENCE 


Cash Price £8623.44 


Deposit 


Amount 

to finance £8477.44 

36 Monthly 
payments 


One optional 
final payment 

£4246 

Total amount 
payable 

£9759 


5.9% APR 

TYPICAL 



Based on 6,000 miles per annum, excess mileage charged at 4.97p per mile. Pre 60 titre cars only. 



brand new Peugeot 107 Urban Lite 


Power steering • ABS brakes • Driver and passenger airbags • CD player with MP3 connection • Group I insurance 


NOW 

ONLY, 


£ 5995 1 ^YM! 100 1“£35™« 


BRISTOL STREET MOTORS 


ROAD FUND LICENCE 



BRAND NEW Peugeot 206 1.4 Look AC 


Metallic paint available • Remote Central Locking • Power Steering • Air Conditioning • ABS Brakes 


NOW 

ONLY 


£6995 


SAVE £2000 

ON MRRPWITH 
BRISTOL STREET MOTORS 



brand NEW Peugeot 307 S 1.4 


Metallic paint Available • Alloys • Air Conditioning • Cruise Control • Remote central locking • Power steering 

mm 




Brand New Cars Cost Less at Bristol Street Motors 


Official fuel consumption figures in mpg (1/100km) for the Peugeot range: Urban 22.8-51.4 (12.4-5.5), Extra Urban 45.6-70.6 (6.2-4.0), Combined 34.0-62.8 (8.3-4.5), C02 emissions 
120-198g/km. Models shown for illustration purposes only. Offers subject to availability and may be withdrawn without notice. Prices correct at time of going to press. 




Bristol Street Motors 


www.bristolstreet.co.uk 


Edinburgh Way, Harlow, ft4 07G Also Eleanor Cross Road, ajaaa 707474 

Essex CM20 2DS W I A f I at: Waltham Cross, Herts EN8 7NZ wl / O / 1 / 1 




PEUGEOT 


Motability 

Vyjlyv The leading car scheme for disabled people 

NILADVANCE RENTAL 
& £100 CASHBACK! 

AVAILABLE ON SELECTED PEUGEOT MODELS. 
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Skaters celebrate 
start of park work 

WORK started yesterday (Wednesday) on 
the construction of a state-of-the-art skate 
park for Harlow. 

When complete, the £300,000 facility in 
the Town Park will be fully floodit and 
covered by CCTV cameras. 

It has been designed with input from local 
skaters including chairman of Harlow 
Skateboard Association Steve Hemming 
(31), owner of the Motel 6 skate shop in 
Wych Elm. 

“I can’t believe this is happening,” he 
said. “Christmas suddenly seems less 
important compared to the fact that we’re 
going to have one of the best skate parks 
around for a very long time,” he said. 
“We’re dedicating this to generations of 
skaters that have been trying to get a 
concrete skate park in Harlow for 
decades.” 

Joint Harlow Council leaders Tony 
Durcan (Labour) and Chris Millington 
(Liberal Democrat) were equally 
enthusiastic about the start of the building 
work. 

Mr Millington said: “This is something 
which local skaters and skateboarders 
have been waiting patiently for. 

“Local people want to see more facilities 
provided for young people so the start of 
the work will be welcome by many.” 

Five cleared of gang 
attack in Tube train 

FIVE Harlow men have been cleared of 
an alleged gang attack on a Tube train. 
Brothers Ross (21) and Jay Brown (20), of 
Sycamore Field, Stephen Bennett (23), of 
Burnt Mill Lane, Sonny Webb (25), of 
Park Avenue and Stefan Fry (21), of 
Dunstalls, were all found not guilty of the 
allegation at Southwark Crown Court on 
Tuesday 

All five had pleaded not guilty to assault 
causing actual bodily harm to William 
Cooper on a Northern Line tube train on 
May 19, 2006. The case against them was 
dropped when the prosecution offered no 
evidence after a key witness was unable to 
appear at the hearing. 


Square deal is first 
step to a new venue 


MUSIC fans who have waged 
an eight-month campaign to 
save The Square from closure 
appear to have won their 
fight. 

Essex County Council has 
agreed to hand over the keys to a 
new team of operators when it quits 
the Fourth Avenue venue next year. 

The new management - Square One 
Partnership - will then have a year to 
turn around its fortunes and negotiate 
new premises for June 2009 onwards. 

The current building is due to be 
bulldozed in 2009, along with The 
Angle hostel next door, to make way 


By BEN WILKINSON, Chief Reporter 

wilkinsonb@hertsessexnews.co.uk 


for housing. 

But Square One boss Richard 
Holgarth, a former technical manager 
at the venue, told the Star this week he 
was pleased by the attitude of lease 
owners Circle Anglia and confident his 
team could negotiate provision of a 
replacement club as part of the redevel¬ 
opment. 

“The result we’ve got here is, strict¬ 
ly speaking, very much a short to medi¬ 
um-term solution but it still represents 
the vital first step to securing the future 


of live music in Harlow. 

“Everyone seems to be accepting of 
the fact that the development has to 
include a new venue.” 

Among the first actions of Square 
One Partnership will be an attempt to 
revive the venue and justify its replace¬ 
ment, starting with a reversal of con¬ 
troversial decisions made earlier this 
year to ban alcohol and cancel 
Saturday night gigs. 

Despite previous tensions, the group 
hopes to strike an agreement with the 
county council to continue hosting its 
Rock School youth programme and has 
pledged to meet the council's condi¬ 
tions in respect of this. 


Other ECC youth services currently 
based at The Square will be moved to 
alternative premises. 

Harlow MP Bill Rammell, who co¬ 
ordinated the talks, said: “Circle 
Anglia’s helpful and constructive 
approach on the lease situation means 
Square One and community partners 
now have the time needed to work out 
what facility might be best for the 
long-term relocation of The Square’s 
activities. 

“The important thing is that while 
this work goes on, the activities at The 
Square will continue into early 2009 
under the leadership of Square One 
Partnership.” 


School heads' royal date 



DOUBLE 

GLAZING 

REPAIRS 

Sealed units, 
hinges, locks, 
conservatory 
cleaning. All 
aspects of double 
glazing repairs. 
Please 

telephone for 
free quote on 
01279 731663 
0800 1692683 


HOWE FENCING & 
SECTIONAL BUILDINGS 

SHED, HOME OFFICES CHALET,S SUMMER HOUSES, GAZEBOS, FENCING, GATES, 
WIRE, DECKING SYSTEMS, PERGOLAS, PLANTERS, GARDEN FURNITURE 



3SESJ' 




HORSE CROSS, STANDON ROAD, STANDON, NR WARE, HERTS SG11 2PU, ENGLAND 

tel 01920 822055 fax 01920 822871 
website: www.howefencing.co.uk 

email: sales@howefencing.co.uk 

Opening hours: Mon to Fri 8am to 5pm, Sat 8am to 1pm 
Dislay area remains open all daylight hours with information 
available 

(when the yard and shop are closed, (including Sundays) 



Road, Harlow, 

Trade and Retail enquiries welcome - Open 9am-5pm 7 days a week 


TWO Harlow headteachers 
were invited to meet Prince 
Charles in recognition of their 
efforts to improve knowledge 
within teaching and learning. 
Vic Goddard, head of 
Passmores, and Rhonda 
Murthar, head of Stewards, 
received an invitation to the 
Prince of Wales’ official 
residence Clarence House to 
discuss their involvement in the 
Prince’s Teaching Institute. 

The institute helps schools 
increase teaching staff’s 
knowledge of their subject and 


to increase enthusiasm in 
pupils. 

Mr Goddard, pictured 
presenting a Passmores pen to 
the Prince, said: “His passion 
for education and development 
of high quality teaching and 
learning was obvious.” 

Mrs Murthar added: ’’The idea 
is to nurture a network of 
exceptional, highly-motivated 
teachers to introduce 
inspirational and challenging 
materials for all children, not 
just those from independent 
school backgrounds.” 


Solicitor to continue 
McCanns court bid 


A SOLICITOR who launched a 
private prosecution against the 
parents of missing Madeleine 
McCann for child neglect said 
this week he has received hun¬ 
dreds of messages of support. 

Tony Bennett (60), of Chipp- 
ingfield, Old Harlow, failed to 
persuade a court in Gerry and 
Kate McCann’s home town of 
Loughborough to issue a sum¬ 
mons after the case was deemed 
not to be within its jurisdiction. 

But Mr Bennett, who repre¬ 
sented the family of Stuart 
Lubbock who died after his body 
was found in a swimming pool at 
the home of television entertainer 
Michael Barrymore, vowed to 
carry on his fight to see Mr and 
Mrs McCann stand trial. 

He claims the couple were 
guilty of child neglect under the 
1933 Children and Young Persons 
Act by leaving Madeleine alone 
in their holiday apartment on the 


night she went missing. 

The qualified social worker 
now plans to seek expert legal 
advice from a barrister with a 
view to trying again. 

Speaking to the Star this week, 
he said he had been inundated 
with messages from people sup¬ 
porting his action. 

“Over the weekend I received 
550 emails which supported my 
action and only two which were 
critical,” he said. “I’m sure many 
people will see this as insensitive 
or worse but I still think it is right. 

“The McCanns effectively 
admitted they left three children 
under four on their own while 
they went out. I think the question 
needs to be asked whether that 
amounts to child neglect.” 

Clarence Mitchell, a 
spokesman for the couple, said 
they strenuously denied any sug¬ 
gestion they were guilty of any 
offence. 


STEEL FOR BUILDERS 

EXPRESS SERVICE 

STRUCTURAL STEEL CUT A DELIVERED 
SPLICING • DRILLING • WELDING • ERECTION 
CUT A BENT BAR • REINFORCING MESH 

BRANDON STEEL &01708 864028 

Fax: 01708 866638 Email: sales@brandonsfeel.co.uk 



MmJc 


HAIR SALON 


CHRISTMAS TREATS 

Hair Products 

Styling Accessories 1 

Mens Grooming Kits „, w • 

Gift Vouchers , • 

jm If? 

and much more... —- *■ 


W !J 


Tel: 01279 410818 

25 Post Office Walk, The High, Harlow 



Wild Mushroom Tart (v) 

Sauteed garlic wild mushrooms on 
crisp puff pastry 

Scottish Smoked Salmon 
With brown bread, butter and 
horseradish cream 


Christmas Pudding With brandy sauce 
Poached Pears 

With raspberry coulis and Channel 
Island extra thick double cream 

Chocolate Tart 

With Channel Island extra thick double 
dream 


BOOK NOW FOR YOUR CHRISTMAS PARTIES 
AND CHRISTMAS FAYRE MENU 


Lincolnshire Turkey & British 

Ham 

With all the trimmings 

35 Day Matured 8oz* British Sirloin 
With a caramelised shallot sauce 
All of the above are served with 
potatoes roasted in goose fat, mash, 
honey roasted carrots and parsnips and 
buttered sprouts 

Creamy Risotto (v) 

With honey roasted root vegetables 


Co{\tl 3 Allpi&S 

£19.25 Adult £9.95 Child 

GREEN MAN 

HARLOW 

Mulberry Green, Harlow, 

I Essex. CM17 0ET 

I 01279 442521 
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DISTRIBUTION 


If you are 
experiencing 
problems receiving 
the Star, please 
telephone 
(01582) 390363/5 


□□□ 

VERIFIED FREE DISTRIBUTION 


Harlow Star: 40,781 (January- 
June 2007). Part of the Harlow 
Star/Bishop's Stortford series, 
55,442 copies delivered weekly 



CHIME ZONE: Pictured are Paul Wooward, 
Richard Clay, Jane Hayes, George 
Pamphilon, Eileen Brown, Chris Mu I hoi land, 
Doreen Pamphilon, Cathy Jackson, Hannah 
Jackson, Luke Mulholland, James Mulholland 
and Amelia Adams (photo: GZC4DLNS/02). Right, 
one of the church bells (photo: GZC4DLNS/03) 


lift 

om ■ IN AT UNCLE TOM’S 



CONVERTERS 

From 

£ 79.95 


MONDEO 1.6-1.8 FE341 

£26.95 

FIESTA 1.2/1.3 95-00 FE530 

£28.50 

MICRA 1.0 92-99 DN361 

£26.95 

PEUGEOT 206 1.1 98 ON PG543 

£39.95 

CATALYTIC CONVERTERS 

ROVER 216 95-99 311180 

£79.95 

FIESTA 1.1 92-97 311057-311009 

£89.95 

PUNTO 1.1 1.2 94-99 311085 

£94.95 

PEUG 1.0 & 1.1 91-2000 311036 

£94.95 


155TR13 
155/70TR13 

165/70TR13 

175/70TR13 

175/65HR14 

185/60HR14 


£15.50 


£14.95 


£16.45 


£18.25 


£19.95 


£ 21.00 


185/65HR14 


185/65HR 15 


195/60HR15 


195/65HR15 


205/50VR16 


£21.25 

£26.50 

£26.95 

£26.95 

£37.95 


12,000 MILE 

SERVICE FROM 


205/55VR16 £37.95 




UPTO 1.3 

£69.95 

UPTO 1.6 

£79.95 

UPTO 2.0 

£89.95 


OVER 2.0cc CALL 
FOR DETAILS 


THE LATEST TYRE FITTING MACHINES & BALANCERS AND SIX 
RAMPS MAKE FOR A FAST PROFESSIONAL SERVICE. RENAULT, 
PEUGEOT & CITREON CLOSED CENTRE WHEELS NO PROBLEM. 
FOUR WHEEL ALIGNMENT. TRADE ACCOUNTS WELCOME 


I 


'I 


JJ 


PLUS MANY MORE IN STOCK _ 

TYRES servicing 


OVER 1200 TYRES IN STOCK FROM 10' 


TO 20 " HIGH PERFORMANCE AND 4X4 


FREE BRAKE 
PAD INSPECTION 
WHILE U WAIT 
FRONT PADS 
FITTED FROM 
ONLY 

£19.95 

FRONT PADS 
& TWO DISCS 
FITTED FROM 

T 

ESCORT 1.3 
& 1.8 91-01 

£95.00 

MONDEO 1.6 
& 1.8 93-00 

£105.00 

VECTRA 1.6 
&1.8 95-01 

£105.00 



FROM £ 33.00 063 


wwMMnami 


MOTORIST CENTRES 

UNIT 2c THE ST JAMES CENTRE, EDINBURGH WAY 


HOW TO FIND US 


EDINBURGH WAY 



IlLSCO 


GATE 1 

ford| 


0 


UNCLE 

TOMS 




.-&VL-7 


l 01279JHUDM JmSSD 


CHURCH bells could 
soon be ringing out in 
celebration of a grant 
which will see a long- 
held dream of local 
parishioners become 
reality. 

The congregation of All Saints 
Church at They don Garnon are 
preparing to ring the changes 
next year when a project to 
restore and improve the church 
bells gets under way. 

A £12,221 grant from the 
Essex Environment Trust, a 
charitable fund run by local 
waste management companies, 
has taken the fundraising drive 
to the brink of the £57,000 
target, meaning work can now 
begin. 

The grant, details of which 
were announced last week, will 
top up money raised by the 
church’s own fundraising 
efforts, cash from other grants 
and a private legacy left to the 
project. 

The work will include restoring 
the Grade I listed church’s five 
existing bells - which date 
back to 1628 - so they can be 
be brought back into use, 
adding a new sixth bell and 
improving the frame work 
sufficiently to allow the 
addition of a further two at 


some time in the future. 

It is hoped the church bells, 
which have not been rung for 
years, will be back in action in 
time for a flower festival due to 
take place in June next year. 

In anticipation of that day, 10 
members of the church 
congregation have been 
travelling to Barking for bell¬ 
ringing lessons. 

Church warden Paul Woodward 
told the Star: “The bells we 
have are largely in good order 
but the frame is in such poor 
condition that we cannot ring 
them. 

“We decided we would add a 
sixth because we think it’s 
important to move things 
forward, plus the more bells 
you have, the more changes 
you can play. Eventually we 
would like to get it up to 
eight.” 

He added: “Work starts in the 
next few weeks and we hope to 
hear the wonderful sound of 
the bells ringing out over 
Theydon Garnon by June. 

None of us can wait!” 

# THE latest round of Essex 
Environment Trust grants also 
included one of £20,000 to the 
Copped Hall Trust. The money 
will be used to carry out 
repairs to the north central 
wing. 


Surgery's gift from 
fundraising friends 



PATIENTS with blood 
pressure problems are to 
benefit thanks to the 
fundraising efforts of a Harlow 
GP surgery’s friends group. 

A 24-hour blood pressure 
monitor, paid for with £1,400 
raised throughout the year, was 
handed over to Addison House 
Surgery, in Hamstel Road, on 
Thursday by chairwoman of 
the friends Daphne Pennick. 
Now the group, which is 
currently deciding its next 
fundraising target, is aiming to 
boost its membership in order 


FRIENDS INDEED: 

Pictured at the presentation of 
the monitor are, left to right , 
Les Coben, Betty Gregg, 

David Whybrew, Daphne 
Pennick, Graham Allen, 
Charles Jackson, Belinda 
Murray and Dr John Ouorah 
(photo: TWFVFW9W/02) 

to qualify for charitable status. 
Subscriptions are £2 per year 
including a quarterly 
newsletter. For more details, 
call Graham Allen on (01279) 
437633. 


Congregation’s gifts 
to war zone troops 

CHURCHGOERS in Harlow marked 
Remembrance Day by dispatching 
generous gifts to soldiers serving in 
conflict zones. 

Members of the congregation of Potter 
Street Baptist Church donated items 
including sweets, toiletries and puzzle 
books to make up 21 packages for 
troops currently on tours of duty in 
Iraq and Afghanistan. 

David and Jenny Thomas encouraged 
fellow worshippers to get involved after 
learning the idea had the support of the 
Royal British Legion. 

Mr Thomas said: “We asked the 
congregation to bring along some items 
to our service on Remembrance Sunday 
and everyone really got behind the idea. 
“It’s the first time we have done 
anything like this but it seems a really 
positive way to not just remember the 
fallen but also think about those people 
currently risking their lives in our 
armed forces.” 

Charities’ windfall 

A WINDFALL is on its way to two 
charities in the form of the proceeds of 
a fundraising evening held in memory 
of a Harlow woman. 

The event, held at the Maypole Club in 
London Road earlier this month, 
included a disco, Elvis Presley tribute 
and raffle with prizes donated by local 
businesses. 

It was held to celebrate the life of Jo 
Ryan, who died at St Clare Hospice of 
pancreatic cancer in 2005, and 
organised by her daughter Maria 
Lindsey, of Great Plumtree, and mother 
Irene Woodward. 

A total of £1,300 was raised which will 
be divided between the hospice and 
Cancer Research UK. 

Museum group talk 

THE life of William Smith, Harlow’s 
“forgotten abolitionist” was the subject 
of a talk given to the Friends of Harlow 
Museum. 

Smith, who came from the local area, 
was an associate of William Wilberforce 
but his part in ending slavery has 
largely been forgotten. In their talk, 
speakers Hazel Lake and Jenny 
Handley gave details about his life. 

For details on future talks at the 
museum, call (01279) 454959. 

Air ambulance aid 

THE Essex Air Ambulance has received 
a donation of £2,800 from the Guild of 
Essex Craftsmen. 

The organisation, which supports hand¬ 
made local arts and crafts , handed 
over the cash at its recent Crafts For 
Christmas event in Chelmsford. 

Veterans' donation 

TESCO customers using the Church 
Langley store donated £1,540 to the 
Harlow branch of the Normandy 
Veterans’ Association in a recent 
collection. 

Lions’ parking perk 

MOTORISTS who parked their cars at 
Harlow College raised £520 for Harlow 
Lions Club in a recent Saturday 
collection. 



MEDIUM & MIRROROLOGY 
Accurate readings with a warm + helpful approach 
to help you plan your life + future ahead. 


Phone readings, private/group bookings. 
Home vists available. 

01992 571589 / 07850 776563 
ALL MAJOR CREDIT CARDS ACCEPTED 


Or do you feel that you need to talk in depth 
about any problem in your life, 
no matter how small or large. 

All calls are dealt in fee strictist confidence 
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Council hits 
back at Tory 
claims over 
ASBO estate 

HARLOW Conservatives 
have been criticised for an 
“inaccurate” portrayal of 
anti-social behaviour 
problems affecting one of 
the town’s estates. 


Large rise in number 
of police complaints 






just a few of our favourite 

■ thin Q s this Christmas... 


Maxwell 

^WILLIAMS 


the South east's largest quality furniture store 


COMPLAINTS against 
Essex Police have risen by 
double the national aver¬ 
age, according to new fig¬ 
ures. 

A total of 738 complaints 
were lodged against the county 
force during 2006-07, an incr¬ 
ease of 122 or 20 per cent on 
the previous year. 

Nationally, the number of com¬ 
plaints rose by 10 per cent with 
claims of rudeness and neglect of 
duty topping grievances. 

The figures, released by the 
Independent Police Complaints 
Commission, show that in Essex 
almost 75 per cent of complaints 
were against male staff. 

A vast majority of complaints 
were against police officers, with 
only 11 per cent made against 
civilian staff. 

However, only one in five of the 
allegations were subject to a for¬ 
mal investigation. Eight per cent 
were withdrawn, 11 per cent 
judged to be unfounded and 60 per 
cent resolved locally. 

Of the complaints investigated 
and dealt with, 85 per cent were 
reported to have had an insubstan¬ 
tial outcome. 

Chief Superintendent Peter 


By GURPREET SAMRAI 

star@hertsessexnews.co.uk 


Coltman, Essex Police head of 
professional services, said the 
increase in complaints reflected 
changes to the complaints system 
and was consistent with other 
forces. 

“In the eastern region, Essex 
does get more complaints than any 
other force but when considered as 
complaints per thousand officers, 
we are the lowest by a considerable 
margin. We are also below the 
national average which is 291 per 
thousand. 

“Where the service we provide 
does not meet with the expecta¬ 
tions of the public we expect peo¬ 
ple to complain and will do our 
best to restore their confidence in 
the force.” 

Commission chairman Nick 
Hardwick said: “This is the third 
year that the total number of com¬ 
plaints recorded against the police 
has risen. 

“Forces and police authorities 
need to address the various cate¬ 
gories of complaints more effec¬ 
tively. For the law-abiding citizen, 
their contact with the police, 
whether real or perceived, can have 
a profound impact on their confi¬ 
dence in the service as a whole.” 


East Meets West 16 piece dinner set 

includes 4 of each dinner plates, side plates, bowls 8t mugs 

was £70 now £49.99 


FISHPCDLS 


www.fishpools.co.uk 

115 High St, Waltham Cross 

Tel: 01992 63 64 65 


A WORLD OF FURNISHING IDEAS 


Last week the Star 
reported that David 
Ruffley, the Tories’ 
minister for police reform, 
had visited the Latton 
Bush Centre to talk to 
residents of the unnamed 
estate over allegations 
concerning one family 
Both Mr Ruffley and 
prospective Parliamentary 
candidate Robert Halfon 
accused the council and 
police of an inefficient 
response to the residents’ 
complaints. 

But this week a Harlow 
Council spokeswoman 
said the problem involved 
an ongoing dispute 
between several families 
living on the estate, with 
two of those involved 
having been arrested on 
numerous occasions. 
“There has been 
considerable work by the 
council on this particular 
case and we have looked 
at a range of options to try 
to resolve this for the 
families and the people 
living around them,” she 
said. “However, it is 
proving difficult to 
ascertain some of the 
facts and to engage all 
parties in mediation. 

“The council investigates 
all complaints of anti¬ 
social behaviour but has 
often received conflicting 
reports of incidents, 
where there is no clear 
evidence to support either 
party’s claims.” 


THE Christmas shopping season 
officially started in Harlow on 
Saturday when the town centre’s festive 
lights were switched on. 

Members of The Playhouse’s 
pantomime cast were joined by Harlow 
Steel Band in Market Square to turn 
on the Broad Walk illuminations. 

And Santa and his trusty reindeer 
Rudolph were on hand to give out 
small gifts to shoppers in the Harvey 
Centre. 

Harlow Council vice-chairman Tony 
Hall, who attended the ceremony, said: 
“The event went very well and 
provided a much-needed boost to the 
north end of the town centre. 

“This year’s event was extra special as 
it not only signalled the start of the 
festive season but it also celebrated 
Harlow’s 60th anniversary. 

“Christmas shopping has officially 
started in Harlow town centre.” 


Clarification 

THE responsibility 
for sheltered hous¬ 
ing lies with Harlow 
Council and not 
Essex County Cou¬ 
ncil as reported in 
last week’s Harlow 
Star. 


PC REPAIRS 

9 FREE on-site visits 
9 Upgrades 
9 Internet / Email setup 
9 Networking Home/Bus 
# Virus Fix. Laptops 

Mac Support, Training etc. 

01279 316431 

Epping, Harlow, B.St’frd 


Porto 58 piece cutlery set 
was £300 now £99.99 


It's lighting-up time for Christmas 


SEASONAL FUN: Above , 
members of the cast of Dick 
Whittington with Santa, Rudolph and 
Yianna Christopoulos from Paradise 
Wildlife Park at the Harvey Centre 
(photo:G7DSFNRY/oi ). Right , Harlow 
Council vice-chairman Tony Hall with 
some of the entertainers at the 
switching on of the Christmas lights 
in Broad Walk (photo:T7NVWM9R/oi) 


Contemporary Bathroom Designs 

by Villeroy and Boch 


A<QUA-*PLU§ 


Established 1979 


The Maltings • Station Rd 
Sawbridgeworth • Herts 
Tel: 01279 725474/5 
www.aquaplus.co.uk 


Mon-Tues 8.30am-5.00pm Wed 8.30am-1.00pm Thurs-Fri 8.30am -5.00pm Sat 9.00am-4.30pm 


WE PAY YOUR VAT 


on a vast range of fantastic bathrooms, 
showers and bathroom furniture. 
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Pulling out all the stops for Pudsey 



THE fun was put in 
fundraising at events 
throughout the area for 
Children In Need. 

Staff and children at 
Gateway Nursery, in Harlow, 
raised about £150 when they 
were sponsored to wear 
pyjamas, made masks and 
sold cakes as part of the 
charity event on Friday. 
Charlotte Miller, who 
organised the event at the 
Perry Road nursery, said: 

“It was a really successful 
event and all the children 
really enjoyed raising money 
for the cause.” 

Staff at Epping business 


Media 10 took a step back in 
time when they went to work 
dressed as their childhood 
heroes and donated cash for 
the privilege. 

The day raised £260 and saw 
workers dress as iconic 
characters including the 
Flintstones, the Milky Bar 
Kid, Snow White and 
Inspector Gadget. 

Organiser Sarah Dynan 
said: “It was a great day and 
we all had fun. There were 
some really good costumes 
and everybody from the 
company contributed 
towards Children In Need 
even if they didn’t dress up.” 


NEEDFUL THINGS: Top, staff at Media 10 
(photo: YR7TQHHJ/01 . Above, pictured at Gate¬ 
way Nursery are, left to right, Charlotte Miller, 
Timothy Frobour, Joshua Appols, Janet 
Burling, Holly Qaushi and Ellie Bateman (photo: 
GQ2F973F/01) 



A&A_ 

Windows Ltd 

www.aawindows.co.uk 


Bring your quotations to our 
showroom and compare prices 



We will give you £100 for every window 
and £200 for every door we replace. To 
receive the discount, just hand the voucher 
below to our consultant when he calls 



ultraiMESlS 


THIS VOUCHER ENTITLES THE BEARER TO A 
MINIMUM PART EXCHANGE OF £100 PER 
WINDOW OR £200 PER DOOR REPLACED 
BY A&A WINDOWS 

Please quote reference ‘AAST47’ when speaking to 
the consultant. Offer only applies to new quotations. 


©01279 304030 


I I 


Call now for your FREE consultation and quote 

HEAD OFFICE SHOWROOM 

5 The Fairway, Bush Fair, Harlow, Essex CM 18 6LY 



OREM 7 DAYS 

(Sundays by appointment) 


Coroner to 
investigate 
long delay 
for inquest 


A FIVE-year wait for an inquest 
into the death of an elderly woman 
after a routine procedure at 
Harlow’s Princess Alexandra 
Hospital is finally over. 

The inquest into the death of Vera 
Bishop (70), of Moorfield, Harlow, who 
died at PAH on February 19, 2003 took 
place last Thursday and Friday in 
Chelmsford. 

Essex deputy coroner Chinyere Inyama 
apologised to family members for the delay 
and said: “There will be a thorough investi¬ 
gation as to why the inquest took so long. 
It’s unacceptable.” 

Wife and mother-of-two Mrs Bishop died 
from multiple organ failure as a result of 
blood poisoning caused by an abscess. 

Three weeks earlier she had undergone 
an endoscopy procedure after complaining 
of experiencing weight loss, vomiting and 
diarrhoea. 

During the endoscopy, in which a tube 
with a camera is put down the patient’s 
throat, she became distressed. After four 
attempts and the maximum dosage of seda¬ 
tives allowed, general surgeon Dr 
Shanmugam Vivekanandan told the inquest 
jury he aborted the procedure. 



PENLOW Road, off Abercrombie Way, is 
littered with potholes, according to 
residents. 

Pothole Patrol understands the road has 
become an annoyance because of its craters. 
One householder claims there are many 
potholes he would like to see fixed and 
thought Pothole Patrol may be able to help. 
Well, we can't guarantee they will be filled in 
but we can warn motorists of their presence 
So watch out, you have been warned. 

• GOT a pothole to name and shame? Call 
(01279) 400577. 


Mrs Bishop was kept in hospital after¬ 
wards, complaining of a sore throat. Dr 
Vivekanandan diagnosed a punctured phar¬ 
ynx the next day - which occurs in approx¬ 
imately one in every 2,000 endoscopies. 

Despite her condition gradually improv¬ 
ing in PAH, an undetected abscess which 
did not show up during a CT scan had given 
her septicaemia (blood poisoning). 

She was taken into intensive care and 
died the following day. 

For her family, solicitor David Kerry 
asked Dr Vivekanandan whether his lack of 
recent practice with the endoscope at the 
time of Mrs Bishop’s procedure may have 
resulted in the puncture. 

He replied: “No. If I thought my patient 
was at risk, I would not have carried it out - 
patients’ safety always comes first.” 

Dr Richard Hardwick, an independent 
witness and surgeon specialising in 
oesophago-gastrics, expressed concern 
about the lack of documentation or instruc¬ 
tions for those charged with Mrs Bishop’s 
care in the doctor’s absence. 

“If the abscess had been detected earlier, 
then she may have survived,” he added. 

The jury took almost three hours to 
return the verdict that the care at PAH had 
been ‘adequate’. 
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Job loss fears 
at drugs firm 

continued from front page 

“some time” from confirming 
anything for the Harlow site and 
had promised to look at rede¬ 
ployment to safeguard jobs. 

“They are a major local 
employer and they have con¬ 
firmed that whatever happens 
they will remain one,” he told the 
Star. “I have pressed them on the 
need for robust consultation and 
as much protection as possible 
for existing staff.” 

Last month GSK announced 
plans to deliver savings of 
£700m by 2010, including a 
reduction in sites, outsourcing of 
some manufacturing and cuts in 
its workforce. 

Announcing the “operational 
excellence programme”, chief 
executive Jean-Pierre Gamier 
said job reductions would be a 
necessary part of the pro¬ 
gramme. 

As yet no breakdown has been 
announced as to when and where 
the lay-offs will occur, but 
sources working at the Harlow 
site have told Star they and their 
colleagues in Ware had already 
been warned they may lose their 
jobs. 




Town 'prepared' 
for flood threat 


WATER WOE: Flooded roads in Tawneys Road, left, 
and Sakins Croft after flash flooding last June 


Flashback 

RESIDENTS affected by the 
floods blamed badly- 
maintained storm drains for 
Harlow's flood problems last 
year. 

When heavy rain hit the town 
on June 13 and July 27, the 
drainage system failed to 
cope with the storm water 
sending a deluge into homes 
ana businesses. 

Services were also hit with 
Princess Alexandra Hospital, 
the Lister Medical Centre and 
many schools experiencing 
flooding problems. 

In November last year 
councillors called a meeting 
to investigate the cause of 
the floods. One resident was 
so frustrated with the storm 
drain outside his house 
blocking and overflowing he 
dumped two sacks of stinking 
sludge scooped from the 
drain in front of councillors 
at the meeting in protest. 

Other residents who packed 
the public gallery all said 
sewerage maintenance was i 
woefully inadeguate. 


A GSK spokeswoman said 
exact figures could not be con¬ 
firmed or denied because talks 
with unions under the statutory 
90-day consultation requirement 
are currently taking place and 
could not be prejudiced. 

She added: “We announced at 
our quarterly results in October 
that we are planning job cuts 
worldwide but we are in consul¬ 
tations at the moment. The 
Harlow site will be affected but 
we cannot put any figure on it at 
this stage.” 


By BEN WILKINSON, Chief Reporter 

wilkinsonb@hertsessexnews.co.uk 


ACTION to prevent a repeat of last 
year’s flash floods in Harlow has been 
taken despite claims the Government 
has failed to spend enough on boosting 
flood defences. 

The Local Government Association has 
called on the Prime Minister to bring for¬ 
ward its £800m national programme of 
investment or risk facing a repeat of the dev¬ 


astation caused by floods around the UK ear¬ 
lier this year. 

At the moment much of the cash, which will be 
given to councils to invest in flood prevention, 
will not reach town halls until 2010. 

While Harlow escaped the costly damage seen 
in other parts of the country during this summer, 
residents were hit twice within a few weeks last 
year when flash floods sent sewage and filthy 
water spilling into homes. 

A spokesman for Harlow Council said that while 
it would welcome any move that strengthened 
flood prevention measures, considerable improve¬ 
ments had already taken place locally. 



BATHROOMSOLUTIONS 


3K* 


Ware- 
eathropm 
Ccnfyt' 


.J-. 

IBSA 


Be inspired by our unrivaled 
bathroom collections, 
including a selection 
of mix-and-match suites 
in classic styles at 
affordable prices. 


Find us at: 4 Star Street, Ware, Herts 
Tel: 01920 468664 or 01920 466664 
Open: Mon-Sat from 9am-5pm 
www.warebathrooms.co.uk 


The best bathroom showroom in the South East 


’’Following the 
floods the council 
undertook a scruti¬ 
ny review bringing 
together all the 
responsible organi¬ 
sations to look at 
the issues,” he 
said. 

“Through joint 
working and as a 
result of the 
review, work took 
place to clear 
drainage and other 
measures were car¬ 
ried out to protect 
properties from 
flooding. 

“We have identi¬ 
fied the need for 
investment in the 
town’s drainage 
system and this is 
a key issue. We 
will be working 
with Essex County 
Council and with 
Thames Water on 
this as they are 
responsible for the 
majority of drain¬ 
age in the town.” 

Paul Bettison, 
from the Local 
Government Asso¬ 
ciation, said: “No- 
one wants to see a 
repeat of the car¬ 
nage caused by last 
summer’s floods 
which ruined the 
lives of thousands 
of people and cost 
the economy bil¬ 
lions of pounds. 

“There is no 
guarantee we will 
not see a repeat of 
the heavy rainfall 
which led to that 
flooding so it is 
vital we start impr¬ 
oving out systems 
and defences as 
soon as possible.” 
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fine quality jewellery 

celebrating it’s 30th year 

in retailing & manufacturing 

Jewellery, 

Jewellery designed & 
repaired on the premises 
Watches overhauled & 
serviced on the premises 
4, East Walk, Harlow Town Centre, CM201JH. 01279 454068 
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12 Bridge Street 
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WINDOWS • DOORS • CONSERVATORIES 


FREE 


PLUS 


FRONT or BACK DOOR 

WITH ALL ORDERS 

OVER ±3,000 DURING DECEMBER 


Pull the plug 
on lights ban 


SIR, As Harlow councillors have chosen to reject the 
proposal to allow private hire vehicle operators to 
install roof lights (Star, November 15), I feel it is only 
right to put the PHV drivers’ point of view. 

The addition of roof lights would have benefited the 
private hire trade enormously without detriment to 
Hackney carriages. 

There are 73 Hackney carriages and more than 200 
PHV cars in the town and for the most part they 
work together well. At certain times of the day there 
are not enough Hackney carriages to pick up on the 
outer limits of the town and this is where we come in 
by customers phoning and booking our services. 

The addition of lights would be one step closer for 
PHVs to use the bus lanes, therefore speeding up the 


journey for the paying customer. The lights would 
also help to stop unlicensed out-of-town vehicles 
from plying for trade in the town which affects both 
the PHV and Hackney carriage trade. 

Maybe the truth of the matter has nothing to do with 
us plying for trade but a way for the Hackney 
carriage trade to retain exclusivity of bus lane rights 
and stop our customers from travelling as efficiently 
as possible. By doing this they are not making more 
people use their services (try to get a black cab at 
7am), they are just making many Harlow people late 
for work. 

In many towns PHV have lights and they work in 
harmony with the Hackney carriages with very few 
problems. If taxi drivers think lights would confuse 


the public of Harlow then it is an insult to their own 
customers as all black cabs are easy to identify. 

And if councillor Bob Davies thinks that having 
lights will encourage PHV drivers to ply for illegal 
trade then perhaps he should ponder the fact that 
not everybody has as an unscrupulous mind as 
himself. Granted there may be a small minority who 
try to abuse the system but maybe more should be 
being done to catch them rather than penalise the 
majority who wish to earn an honest wage. 

Ideally we should all be working together to 
accommodate the needs of Harlow residents and not 
against each other. 

Tara Grant, ABC Cars 
Horsecroft Place, Harlow 


Party and helped to get Bill elected in 
1997. 

Gill Morris 

Bramble Rise, Harlow 

Barrier to security 

SIR, A few weeks ago the Star reported 
the terrible outrages that a group of 
Scouts had to endure following an 
attack by yobs who threatened both 
children and parents. 

Working with the Scouts and some 
businessmen we were able to help 
secure funding for a CCTV system and 
other necessary equipment. 

Yet despite this incident access to the 
Scout hut remains incredibly difficult. 
Although there are positive signs the 
council is now looking at providing 
proper lighting for access to the hut, the 
Kingsmoor House barrier remains 
closed which means it is impossible for 
Scout leaders, parents and children to 
have easy access. 

The Scouts have been told the barrier 
remains shut for security reasons. But 
what better security could there be to 
provide proper access to Scouts and 
parents and allow them to bring their 
cars closer to the Scout den? 

In these winter months access is all the 
more important. I would urge the 
council to provide a barrier key to the 
Scout leaders so they can ensure there 
are no threats to people’s safety. 

The Scouts in Harlow are an 
organisation to be cherished and we 
should be doing everything possible to 
make their lives easier. 

Robert Halfon 

Harlow Conservative Prospective MP 

Major contribution 

SIR, While I acknowledge the support of 
the three political parties in making the 
difficult decisions to improve council 
performance, I believe councillor Tony 
Hall has missed the main reason (Letters, 
November 15). 

The improvement was mainly down to 
the intelligent and tenacious leadership 
of councillor Kevin Brooks. It will be a 
very sad loss to Harlow Council when he 
retires next year. 

I would like to say thank you for his 
major contribution to the good of our 
town. 

Councillor Rob Eschle 
Chaplefields, Harlow 

Ratings winner 

SIR, So Harlow Council has discovered 
that the swimming pool is a 
discretionary service and need not be 
provided. 

In fact many council services such as 
the Playhouse, Leah Manning centre, 
family centres, sports pitches, Harlow 
museum, the Town Park, the Latton 
Bush Centre, the nature reserve and 
even the town hall (sorry. Civic Centre) 
are all discretionary services. Which of 


these is next for the chop? 

When the swimming pool opened on 
August 6, 1961 I was pleased to have 
been part of the successful campaign by 
local people. As a former user, I was 
sad and annoyed to experience the lack 
of care and maintenance over the past 
20 years which has led to its present 
state. 

The services listed above are provided 
because council tax-payers want them 
and pay for them. If the council cut 
back a few more of these services 
perhaps next year it will get an even 
higher rating from the Audit 
Commission. 

Perhaps the 30 per cent turnout in the 
recent by-elections is a measure of 
dissatisfaction with the current three 
party coalition that now presides over 
our once clean and elegant town. 

Ron Bill 

Upper Park, Harlow 

College in turmoil 

SIR, Given the wretchedly bad Ofsted 
report on Harlow College in addition to 
the earlier equally highly critical report 
from the Learning and Skills Council, 
one is bound to ask what next for 
principal Colin Hindmarch. 

As it stands, the college is in a 
considerably worse state now than it was 
at the corresponding time last year. The 
place is in daily turmoil with little, if 
any, of the objectives of the much 
vaunted teaching and learning strategy 
targets being achieved. 

Word of this is certainly out among 
Harlow’s secondary schools as well as 
neighbouring colleges and sixth form 
establishments. Just take a look at the 
adverts from the latter two now 
appearing in our local newspapers. 

At least one Harlow secondary school 
reports no pupils are considering taking 
A-levels at their local college! 

Prospective students and parents will 
now look at those other places before 
giving any consideration to joining the 
educational lottery that currently 
characterises Harlow College. 

The attraction of a conventional orderly 
college education elsewhere has to be 
better than enduring the shambolic 
attempt of Harlow College’s board of 
governors and Mr Hindmarch to 
introduce factory farming methodology 
into A-levels and further and higher 
education. The strains at all levels, from 
students through teaching staff and up 
into management, are developing with a 
catastrophic potential. 

Some of the new staff only recently 
appointed have left already. Other newly 
qualified teaching staff are wondering 
whether the college is the ideal place to 
start a successful teaching career. 

If the governors seriously want to retain 
any credibility upon which to rebuild 
their reputation they must demonstrate it 
now. Mr Hindmarch and his mentor, 
governors’ chairman Martin Coleman, 
must resign. That's what should be next! 
Jim Rogers 
Bishopsfield, Harlow 


Loyal to Labour 


SIR, I was not surprised to read the 
numerous responses to my letter 
regarding the Toddbrook by-election 
from supporters of both the Conservative 
and Respect parties. 

I read with some amusement that I am 
being attacked from the left and right in 
equal measures. This, of course, must 
place me somewhere in the middle, not 
necessarily where I would have 
positioned myself. 

As someone who was both educated and 
employed in Harlow during the 1980s, 
my early attraction to the Labour Party 
was partly because of my rejection of the 
cruelty of Thatcherism which caused 
misery to those most vulnerable in 
society. 

I’ve always felt that having strong beliefs 
and values and being courageous in 
expressing them is a crucial part of 
playing a role in society. This belief has 
held me in good stead, supporting 
hundreds of Harlow people over the years 
either in the workplace as a union official 
or in the community as a campaigner. 
Interesting, then, that I am criticised by 
Respect for being a member of a party 
that historically has its roots in the union 
movement and working communities, a 
link that has been successful in ensuring 
the Labour Party was elected to 
government to serve people in 
neighbourhoods such as ours in Harlow. 

It is easy to forget what Britain was like 
before 1997 - the NHS on its knees, 
crumbling schools, millions of families 


scarred by unemployment, miners, print 
workers and public servants attacked in 
this country, investment in apartheid 
South Africa, the ridiculously unfair poll 
tax and families all over the country 
being made homeless from 
repossession. This is the stark 
reality of British Conservatism. 

It is true the Labour Party is not 
perfect. It could and should 
achieve a lot more but I don’t 
comprehend how abandoning the 
movement to rally behind George 
Galloway, who would still be in the 
Labour Party if he had not been 
expelled, can make a difference. 

I remain within the party and stand 
up for Harlow people to make that 
difference, not false promises from 
an opportunist and oppositionist 
position. 


I accept changes to the Labour Party 
have to be made and I believe that by 
being an active member on the inside of 
the organisation I can face that 
challenge. Perhaps some of my ex- 
Labour Party comrades would now 
reassess their position and work with me 
on keeping the scourge of Conservatism 
off our streets. 

Terry Brandon 
Aynsley Gardens, Harlow 

The final straw 

SIR, In reply to Terry Brandon (Letters, 
November 1), all the members of the 
Respect party in Harlow would still be 
voting Labour if Bill Rammell had not 
supported the illegal war on Iraq. That is 
where the split happened. 

We were lifelong members of the Labour 
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Free screening 
of slavery film 

THE plight of the victims of 
modem slavery is explored in a 
hard-hitting documentary to be 
screened as part of a free event 
organised by the Co-op and 
Harlow Council. 

Slavery: A Global Investigation 
explores how children around 
the world are being forced into 
slavery and is due to be shown 
in Harlow Civic Centre 
tomorrow (Friday) at 7pm. 

After the screening, members of 
campaign groups Anti-Slavery 
International and Stop The 
Traffik will answer questions 
about issues raised in the film. 
Harlow Council chairwoman 
Lorna Spenceley said: “It’s 
easier than ever to buy Fairtrade 
products and by doing so we can 
all play our part in helping to 
end slavery.” 

For a free ticket, call (01908) 
361500. 

Consultation on 
NHS ends soon 

A CONSULTATION by regional 
health bosses aimed at creating a 
new vision for the NHS in the 
area closes next Friday. 

The results of the Improving 
Lives; Saving Lives consultation 
will be used by local primary 
care trusts and other NHS trusts 
to create their own local 
strategies. 

Anyone wishing to take part 
should visit www.eoe.nhs.uk or 
call (01223) 597545. 


Open verdict on man 
killed in knife fight 



Katherine receives top award 


A ST John Ambulance cadet in Harlow has 
received the Grand Prior’s Award, one of the 
services’s top honours. 

Katherine Saville (18) was presented with the 
award at the St Mary-at-Latton Church, in 
First Avenue, on Sunday for attaining 
proficiency in a range of skills. The occasion 


also saw Ian Jackson appointed division 
president and new cadets enrolled. 

Katherine and Mr Jackson are pictured with 
new cadets, rear, left to right, Ashley Rose, 
Sheena Gupta, Christine Mearing , front, left 
to right , Megan Baker, Chloe Wiltshire, 

Sarah Warby and Chiyedza Mutewen. 


AN illegal immigrant stab¬ 
bed a Harlow traveller to 
death while fighting for his 
life, an inquest heard. 

Father-of seven Joe Mitchell 
(33), of Kingsmoor Road, was 
stabbed five times. 

Detective Chief Inspector Jason 
Gordon, who led the investigation, 
told an inquest in Cambridge on 
Thursday how Mr Mitchell was at a 
friend’s house in Histon when David 
McKnight pulled up in a car outside. 

Mr Gordon said it was apparent 
McKnight was called to the house by 
Miranda Nichols, an associate of Mr 
Mitchell. When he arrived, an alter¬ 
cation took place before Mr Mitchell 
rammed Mr McKnight’s car onto a 
disused railway line. 

“Mr McKnight said he was 
attacked by three or four men and 
that Mr Mitchell was in possession 
of a knife,” said Mr Gordon. 

The two fought and Mr Mitchell 
was disarmed before they both ended 
up grappling on the ground. 

Mr Gordon said Mr McKnight 
sustained severe knife wounds to his 
hands. “He said he was being stran¬ 
gled. He flailed around and picked 
up the knife and it is here, I believe, 
that Mr Mitchell was stabbed five 
times.” 



JOE MITCHELL 


Mr McKnight fled and, despite his 
injuries, Mr Mitchell started to give 
chase but collapsed and died. 

A post mortem examination 
revealed he died from a stab wound 
to the heart. He had also been 
stabbed three times in the chest and 
once in the back. 

Mr McKnight, of Cambridge, was 
charged with murder but the case 
was dropped when the Crown 
Prosecution Service decided inde¬ 
pendent evidence supported his 
claim he was attacked and acted in 
self-defence. 

Mr McKnight (34) was deported 
to his native Jamaica, after being 
found to be in the UK illegally. 

Deputy coroner Dr Samuel Bass 
returned an open verdict. 



For breaking local news visit www.harlowstar.co.uk 



HARLOW EPPING 

Edinburgh Way High Street 

0844 815 2877 0844 815 2899 

BISHOP’S STORTFORD 

Stansted Road 

0844 815 2926 



gates.co.uk 



Do you want to be a Trained 
City and Guilds Qualified 
Plumber or Gas Engineer? 

City and Guilds accredited NVQ Level 2 & 3 
Plumbing & Gas courses available 

6129-2 Certificate in Basic Plumbing Studies, This is a full level 2 Course, 
This is the required programme of study that gives you the technical 
knowledge and practical skills to progress on to the 6089-2 NVQ Level 2 
in Plumbing. 

This can lead to either 6129-3 Technical Certificate in Plumbing at Level 
3, or onto a Gas training course that will enable you to become CORGI 
registered. We Also offer full NVQ Level 3 6089-3 Plumbing programme. 

The Above courses are 2 days per week for between 30 to 36 weeks. 

The cost of Courses begins from as little as £100 depending on 
circumstances (Ring for details). 

This cost includes a basic tool kit, boots and overalls which will be 
supplied to you at the start of your course. 

These courses are run in conjunction with Epping Forest College, at the 
new bespoke City and Guilds Accredited Plumbing Training Centre in 
Waltham Abbey. 


In addition we are also an accredited ACS Gas centre and offer the full 
range of ACS training and assessments required for CORGI registration 
plus a range of extension courses such as Legionella, Water Regulations, 
Energy Efficiency, Unvented Hot Water and Part P Electrical. 


If you are interested, please call MPower Training Solutions Ltd on 


01992 

769696 

i 



MPOWER City** 

Guilds 


TRAINING SOLUTIONS 
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Medal honour for 
soldier deafened 



by grenade 


By BEN WILKINSON 

wilkinsonb@hertsessexnews.co.uk 


A SOLDIER from Harlow left deaf in 
one ear after a grenade detonated 
inches from his head is among hun¬ 
dreds honoured for their service in 
Afghanistan. 

Corporal Pete Toynton (26), who returned 
from the war zone just a few weeks ago, 
joined comrades from the 1st Battalion the 
Royal Anglian Regiment to collect a cam¬ 
paign medal on Thursday. 

He has been on two tours of duty in 
Afghanistan and was most recently second in 
command of the fire support group providing 
cover for troops in Helmand Province. 

Among his responsibilities was protecting the 
hydroelectric dam at Kajaki against Taliban 
attacks. He lost his hearing in his left ear after a 
rocket-propelled grenade exploded next to him. 

Cpl Toynton was watched by his family as he 
was presented with his Operation Herrick medal 
by Major General John Sutherell, Colonel of the 
Royal Anglian Regiment, at a ceremony in 
Pirbright. 

Speaking afterwards, he said: “My main job 
was to provide fire support for the rifle platoon. 
We would move out at first light and wait for the 
company to attack, then provide fire support to try 
to suppress the enemy so the company could move 
forward.” 

He added: “It’s hard to adapt to being back. I 
find it difficult being around large groups of peo¬ 


ple and being in town. I just like my 
space at the moment.” 

Among the men Cpl Toynton 
served alongside was Private 
Robert Foster, the soldier from 
Harlow who was killed in a ‘friendly 
fire’ incident in August. Private 
Foster’s campaign medals were pre¬ 
sented to his family at a private cere¬ 
mony held earlier. 

Lieutenant Colonel Stuart Carver, 
commanding officer of the 1st Battalion, 
said troops had carried out their duties in 
arduous and challenging conditions includ 
ing temperatures of up to 50C. 

“It has been a life-changing tour for 
many,” he said. “Officers and soldiers 
have been in contact with the enemy 
regularly. 

“They have demonstrated pro¬ 
fessional skill and courage and 
the physical demands of both 
the extreme climate and such 
difficult terrain all added its 
own complexity.” 





54 Plate Citroen Picasso 


SCOOP PURCHASE... 

£5495 


CAMEO 


FEATURES INCLUDE 


Model shown for illustration purposes only. 


Due to our massive group used car buying power, we are able 
to bring you cars for less! Grab yourself a fantastic 
Scoop Purchase car today and drive a bargain! 


• Air conditioning • Electric windows 

• Power Steering • Colour Coded 

• CD Player 


www.cameokitchens.co.uk 

prepareyourself 


Our top-spec kitchens will take 
your breath away - and they're 

on your doorstep 


You don't need to pay - or travel - the earth to find the kitchen of 
your dreams. Our range offers a vast menu of styles, from 
traditional to contemporary, created by top designers using the 
latest CAD technology. Add a good measure of expert fitting, 
excellent customer service and value for money, all supported by 
Cameo's long-established reputation - and savour the results. 


Visit our showrooms or call 01992 892289 


Open Monday to Friday, 9 to 5.30pm, 
and Saturday, 10am to 4pm 

Hillgrove House, Hillgrove Business Park, 
Nazeing Road, Nazeing, Essex EN9 2HB 


wedding album 



PICTURED after 
their wedding at 
Our Lady of 
Fatima Church, 
Harlow, are Lee 
Ronan and 
Nicole Balloqui, 
of Bynghams, 
Harlow. The 
couple's three 
children - Cavan 
(10), Kian (6) 
and Kayleigh 
(3) - acted as 
pageboys and 
bridesmaid.The 
couple spent 
their 

honeymoon in 
Gibraltar. 


THE wedding of 
Una McCabe and 
Andy Dixon, of 
Pittman's Field, 
Harlow, took 
place at Our 
Lady of Fatima 
Church, Harlow. 
After the 
ceremony the 
couple left to 
spend their 
honeymoon in 
Cyprus. 



HARLOW couple 
Steve Willis and 
Julie Fisher, of 
Morningtons, 
are pictured 
with pageboy 
Ryan and 
bridesmaid 
Nicole after 
they were 
married at 
Epping Register 
Office. The 
newlyweds 
spent their 
honeymoon in 
Ibiza 



ELECTRICIAN 
Troy Donoghue 
and Victoria 
Taylor, from 
Harlow, were 
married at The 
Assumption of 
Our Lady 
Catholic Church, 
Old Harlow. They 
honeymoon in 
Sicily. 

photo: Sally Jones 
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Need gift ideas? Then look no further than your Sony Centre 



NWZ-A818 
(Black) £129.99 

8GB Walkman. Easy 
to drag and drop 
most popular music 
formats, video down¬ 
loads and photos. 
FREE Case in a range 
of colours worth 
£19.99. (CKLNWA800) 

Subject to availability. 


/CMT-BX3 £149.99 

For the fashion 
conscience the 
Micro system with 
USB connectivitity 
PLUS FREE NWD-B103 
1GB Multi Function MP3 
Player. With voice recording 
function. Easy-to-use direct USB "Drag & Drop" 
yfor quick music transfer. Worth £34.99 





P3-0S 




XDR-C70DAB £69.99^ 

Sleek and stylish FM/DAB 
Sony Radio delivering high 
quality sound through its front 
speaker. Large LCD display 
ensures you can see the 
exact time. 



Compact full-circle 
CD WALKMAN. 

Battery life of upto 
16 hours playback 

Digital Mega Bass 

Remote 

CD-R/RW Playback 


DVP-FX720 

£149.99 Stylish 7 
inch Portable DVD 
Player in Glossy 
White colour with 
USB connection 
for Music and 
Photo Playback 





DSC-T70 £199.99 

Cyber-shot T70S - 
Slim-line silver 
aluminium camera, 
packed with handy 
features including 
'Smile Shutter 1 , 

3.0-inch wide touch 
screen and Photo TV HD. 

• 8.1 effective megapixels 

• 3 x optical zoom, 6x digital zoom, up to 15x smart zoom 

• Smile shutter function responds to a smiling face. FREE Case in 

a range of colours worth £14.99. (LCS CST) Subject to availability. 





NV-U53G 
£149.99 

Slimline personal 
navigation device 
with UK and Ireland 
maps and 4.3" 
widescreen display. 




Multi-language capability 
Dynamic Route Information displays whats's coming up on 
your route, "Points of Interest" (search for hotels, petrol 
stations etc) 


More Sony for your money 

Harlow Bishops Stortford 

62 The Harvey Centre. CM20 1XR 2 Jackson Square. CM23 3XG 

Tel: 01279 426155 Tel: 01279 755322 

WWW. SO ny ce n t res. CO . U k/h a r I O W www.sonycentres.co.uk/bishopsstortford 


Advertised price refers to price and offer available at Sony Centre listed. Sony Centres are independently owned and operated retailers, therefore in-store prices may vary. 
Check with your local Sony Centre for details of prices and availability. *0% finance option is not available with these offers. 'Sony'/Sony Centre' are all trade marks of Sony 
Corporation, Japan. All products are subject to availability and, where relevant, colours held in stock. Items advertised as 'FREE' with selected purchases are subject to availability. 
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GRACE NETS 



WOODEN POLES 
Was from £19.99 



WHITE 


GOLD 


DUCK EGG 


LILAC 


CREAM 


CHOCOLATE 


PINK 


BLACKOUT PLAIN 

ROLLER BLIND 

Available in 8 colours 

Was from £19.99 


lHALFPRiCE 


NEW LOOK! 
NEW HOME 


This weekend, choose from a massive range of quality fully lined curtains, blinds, nets, tracks 
and poles, all at the very best value for money prices in town. Hurry...don't miss out! 



KATO BORDERED ROMAN 
fully lined energy saving 
blind. Available in 4 colours 

Was from £22.99 


£10 


.99 

EACH 


READYMADE CURTAINS I MADE TO MEASURE CURTAINS 


QUALITY BLINDS 


KATO TAB TOP ROMAN 
fully lined energy saving 
blind. Available in 4 colours 

Was from £22.99 


NETS & VOILES 


HALF PRICE 


.99 

EACH 


£10 


TRACKS & POLES 


A /CCT nn I At Paul Simon we won't be beaten 

| on price, and that's guaranteed. If 

you find the same item for less, 
within 30 days of purchase, we will 
gladly refund you the difference. 


GUARANTEED! 


Over 50 Superstores open 7 days a week with 
free parking. Directions to your nearest store are 
available using our online store locator at 
www.paulsimon.co.uk or freephone 0800 444 400. 

® shop online at www.paulsimon.co.uk 

_ all goods subject to availability 
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CURTAINS 

NOW FROM 

UNDER 



PAIR 


living room, dining room, bedroom ...ANY ROOM! 



RAVELLO 
fully lined energy saving from 
faux silk curtains. O 

Available in 5 colours ou 


NOW ONLY 


119 ; 


MOROCCO EYELET | 
HEADING fully lined energy from 
saving curtains. Available in p 
2 colours. Was from £59.99 3b 


£29 


EPOCH WINE 
fully lined energy 
saving curtains. 
Was from £35.99 


117 ; 


NEW DESIGNS FOR AUTUMN 




CARLA EYELET HEADING 
fully lined energy 
saving curtains. 
Available in 3 colours 


£ 34 ; 


HOPSACK fully lined 
energy saving curtains. 
Available in 3 colours 
Was from £29.99 


NOW ONLY 


£ 23 ; 



ikFREE THERMAL LINING UPGRADE 


A 


Order now from our 14 Day Express Made to Measure KMT & County Curtain collections and upgrade your 
curtains with a thermal curtain lining free of charge. Curtains made to your exact drop at no extra charge. 


CURTAIN POLES 

NOW FROM LESS 

THAN 

£lO 





^ ^ ——VJi 



All product photos for illustration purposes only 


READYMADE CURTAINS I MADE TO MEASURE CURTAINS 


QUALITY BLINDS 


NETS & VOILES 


TRACKS & POLES 


LAKESIDE STEVENAGE CHELMSFORD HARLOW 

Lakeside Retail Park Roaring Meg Retail Park Riverside Retail Park Princes Gate 

West Thurrock Great North Road Victoria Road Edinburgh Way 

(next to Harveys) nexnoTo^Tus 1 ) 056 ’ (next to Mothercare World) (next to MFI) 

01438 761940 


01708 863933 


sn 


01245259277 


01279451911 


curtain 






















































































TYRGS GXHAUSTS SERVICING BATTERIES 


14 


November 22, 2007 


READERS SERVICES 


email: star@hertsessexnews.co.uk 


TYRGS EXHAUSTS SERVICING BATTERIES CLUTCHES TYRGS 


^WG'LL BEAT 
(, ANY PRICE 
/IN TOWNj 

ttharantBp 


Trust Formula One Autocentres 
to bring you the best value 
in town, we simply will not 
be beaten on price! 

We’ll better any competitor’s substantiated quote 
for comparable and available products and 
services or if after you’ve purchased from us you 
find a lower price locally, within 7 days of making 
your purchase, we guarantee we will refund the 
difference plus 10%. 


ALL LEADING MAKES IN STOCK 


I55/70H3 
I55/80H3 
I65/65H3 
I65/70H3 
I75/65rI 4 
I75/70H4 
I85/65H4 
I95/60H5 
I95/65H5 
205/55H6 


Budget 

Budget 

Budget 

Budget 

Budget 

Budget 

Budget 

Budget 

Budget 

Budget 


205/40H7 W Budget 
2 I 5/45r I 7 W Budget 
I75/65rI 4 T 


I85/60H4 

I85/55H5 

I95/50H5 

I95/60H5 

I95/65H5 


£16.85 

£15.95 

£18.50 

£18.50 

£21.95 

£22.50 

£21.95 

£28.25 

£28.25 

£35.75 

£36.95 

£40.95 

£34.25 

£32.95 

£44.85 


Goodyear GT2 
Pirelli P5000 
BF Goodrich 

Uniroyal Rainsportl £33.95 
Firestone TZ200 £48.75 

Firestone TZ200 £45.75 

205/55H6 W Pirelli P6000 £66.95 

225/45H7 W Uniroyal Rainsportl £76.95 

ALL CAR TYRES FITTED BY 
FORMULA ONE ARE COVERED BY A FREE 
PUNCTURE REPAIR SERVICE 
MICHELIN RItIUUESTUIIE llRELU 


GOOD-YEAR 


We recommend that a new valve is fitted to each new tyre and that 
the wheel is balanced. A charge will be made for this service. 




REAR BOXES FITTED PRICE 

(RETAIL CUSTOMERS ONLY) 

Corsa 1.2 to 1.7 93-01 tubgmii7 £20.95 

Astra 1.2 to 1.6, l.7d, 1.8, 2.0 

84-98 TUBGM26 £20.95 

Peugeot 106 1.0, l.l, 1.4 9 I-96 TUBPG220 £25.75 


Fiesta 1.2, 1.3 95-02tubfe530 
Clio l.2i l.4i 9 I-98 TUBRN369 
VW Polo 1.3, 1.4, 1.6 94 on TUBVW33I 
Ka 1.3 96 on TUBFE604 
Vectra 1.6, 1.8 95-02 TUBGM304 
Fiat Punto 1.2 99 onTUBFT684 
Escort hatchback 95-99 TUBFE563 
Rover 25, 200 95 on TUBRR253 


£28.95 

£28.95 

£29.50 

£31.50 

£34.50 

£36.50 

£36.95 

£38.75 


mute* 


i 


t y 


Iservice prices include leading brand oil - 
/service details on request 


MASTER SERVICE 

up to I 300cc only £79.95 

MASTER SERVICE 

up to I 600cc only £89.95 


MASTER SERVICE 

up to 2000cc only £99.95 

MASTER SERVICE 

up to 2500cc only £109.95 


ABOVE 2501 cc CALL WITH VEHICLE DETAILS. AN ADDITIONAL CHARGE 
MAY BE NECESSARY IF SEMI SYNTHETIC / SYNTHETIC OIL IS REQUIRED 


•vnula 


one 


MOT TEST 


WHEN TAKEN TOGETHER WITH 
ANY MASTER SERVICE 
*50% OFF MINISTRY FEE 


BRAKES 


FRONT PADS FITTGD 
Corsa/Astra 
Clio/Saxo 

Fiesta/Escort/Mondeo | 
Rover 25/45 


iutoc 


entres 


OPEN 

MON-FRI 8.30-6.00 


SAT 8.30-5.00 


SUN 10.00-4.00 


HARLOW 

EDINBURGH WAY 

454411 

www.fiautocentres.com 

ALL MAJOR CREDIT CARDS ACCEPTED- BRANCHES NATIONWIDE 
ALL ADVERTISED PRICES INCLUDE VAT & APPLY TO RETAIL CUSTOMERS ONLY | 
ALL OFFERS SUBJECT TO AVAILABILITY 


PLEASE NOTe THAT CALLS MAY BE MONITORED AND RECORDED FOR TRAINING PURPOSES 


Community helplines 


ADVICE CENTRE 2 East Gate, Harlow. Welfare 
rights and advice service, Monday -Friday 10am- 
4pm. Out-of-hours appointments and home visits 
for housebound people can be arranged. (01279) 
446622. 

ADVOCACY FOR OLDER PEOPLE IN HOSPITAL 

(01279) 641930. 

AGE CONCERN HARLOW (01279) 415553 (office 
hours). 

AGORAPHOBIA AND SOCIALPHOBIA (01279) 
304695. 

ALCOHOLICS ANONYMOUS (0845) 769555 (24- 
hour service). 

ALCOHOL AND DRUGS ADVISORY SERVICE (West 
Essex) (01279) 438716 or 641347. 

ALZHEIMER'S Harlow and District branch: (01279) 
418331/432769. 

ARTHRITIS CARE AND SUPPORT GROUP (01279) 
860324. 

ATTENTION DEFICIT HYPERACTIVITY DISORDER 
SUPPORT Monday 11am-3pm, Tuesday-Friday, 4.30- 
6pm. 07946 656986. 

CANCER INFORMATION AND COMMUNITY 
DEVELOPMENT SERVICE (01279) 698673 (Mon- 
Thurs, 9.30am-2.30pm) 

CARING FOR HARLOW CARERS(01279) 308314. 
CATS PROTECTION (01992) 579539. 

CHILDREN'S INFORMATION SERVICE (Essex) 
Information on registered childcare options, 
including special needs, activities and funding. 
Mon-Thurs 8.30am-5pm, Fri 8.30am-4pm. (01245) 
440400. 

CITIZEN'S ADVICE BUREAU Harlow: Rooms 1 and 2, 
The Advice Centre, 2 East Gate. Mon, Wed and Fri: 
10am-12.30pm (drop in), 1.30-4pm (by 
appointment). Telephone advice: lOam-noon and 
2-4pm. Legal advice, Mon 5.30-7pm and 
occasional Thurs by appointment only. (0845) 
1203717. Epping: 50a Hemnall Street; open Mon-Fri 
10am-2pm and Wednesday evening 5-7pm (01992) 
574989. 

COMMUNITY DRUG AND ALCOHOL (01279) 698721. 
COMPASSIONATE FRIENDS 08451232304. 
COUNSELLING AND LIFE MANAGEMENT CENTRE 

(01279)411330. 

DYSLEXIA SUPPORT GROUP (01279) 833294. 
EPILEPSY SUPPORT GROUP (01279) 
724224/654264. 

FAMILIES NEED FATHERS (01279) 654036 (Tom) 
FAMILY PLANNING (01279) 694902. 

FIBROMYALGIA SUPPORT GROUP (07863 
250350). 

GAMBLERS ANONYMOUS and GAM-ANON (020) 
7384 3040 (24 hour helpline). 

GRANDPARENTS’ ASSOCIATION (01279) 428040 or 
0845 4349585. 

HARLOW ACCOMMODATION (01279) 861186 (Mon- 
Thur 10am-3pm, Friday 10am-2pm). 

HARLOW BEREAVEMENT (0127 9) 453911,626275 
or 431175. 

HARLOW CHILDMINDING ASSOCIATION (01279) 
310690 or (01279)454101. 

HARLOW COMMUNITY TRANSPORT (01279) 

446855. 

HARLOW COUNCIL FOR VOLUNTARY SERVICE 

(01279)308308. 

HARLOW AND DISTRICT BACK CHAT (01279) 

415664 or (01245) 231639 

HARLOW AND DISTRICT TWINS CLUB (01279) 

659549. 

HARLOW LESBIAN & GAY HELPLINE (01206) 

869191. Monday-Friday, 7-10pm. 

HARLOW SHARED CARE (01279) 838225/838246/ 
838184 


HARLOW STROKE SUPPORT (01279) 308313. 
HARLOW THERAPY GROUP S(01279) 303287. 
HARLOW TOY LIBRARY Kingsmoor House Family 
Centre, Paringdon Road. Open Monday 9.30- 
11.30am, Tuesday 9am-noon, Wednesday 9.30- 
11.30am, Thursday 1.30-4.30pm. (01279) 641958. 
HARLOW VOLUNTEER BUREAU (01279) 
308310/07910 075101. 

HARLOW YOUTH COUNCIL (01279) 625713. 

HERTS & ESSEX FAMILY MEDIATION SERVICE 
(01279) 426749, Monday-Thursday 9am-5pm, 
Friday 9am-4pm. 

HIV/AIDS COUNSELLING AND TESTING (01245) 
232414. 

LEUKAEMIA CARE (01279) 421203/860196. 

LIFE PREGNANCY CARE SERVICE (01279) 444154. 
MARITAL COUNSELLING SERVICE (01279) 450285. 
MENCAP (01279)734202. 

MENIERES AND TINNITUS HELPLINE (01279) 
442594. 

MENTAL ILLNESS Confidential relatives' support 
group and helpline. (01279) 734323 (evenings 
best). 

MIND SPURRIER'S HOUSE SOCIAL CENTRE Park 
Lane, Harlow. Open Monday, Wednesday, Thursday, 
Friday and Sunday from 11am-3pm. (01279) 

445387. 

MIR SUFI CENTRE (01279) 301131. 

MULTIPLE SCLEROSIS East Herts and West Essex 
branch: 07880 828858; Epping Forest branch: 
(01992) 575237. 

NHS DIRECT 24-hour helpline (0845) 4647. 
OBSESSIVE COMPULSIVE DISORDER NETWORKS 
(HARLOW) 07704 891395. 

OBESITY AWARENESS & SOLUTIONS TRUST 0845 
0450225 (charged at local rate) 

OVEREATERS ANONYMOUS (01279) 322002. 
PARKINSON'S DISEASE SOCIETY Harlow and 
district branch. 07982 094194,0208 508 2286 or 
01279 431492 

PENSION SERVICE (0845) 6060265. 

PET SEARCH Reuniting pets with their owners 
(01279) 320511. 

PMS HELPLINE AND COUNSELLING SERVICE 

(01279) 427885. 

RAINBOW SERVICES (Harlow) FURNITURE AND 
CLOTHING RECYCLING PROJECT (01279) 308151. 
RELATE (01279) 423655. 

RED CROSS (01279) 417754. 

RSPCA Advice. Monday, Wednesday and Friday, 
lOam-lpm. (01279) 306058. Clinic. Monday, 
Tuesday and Thursday 2-3pm. Out of hours 08705 
555999. 

ST JOHN AMBULANCE (08707) 657856. 

ST CLARE HOSPICE CARE (01279) 428400. 
SAMARITANS (01920) 464099, (01279) 421110 or 
(01707) 332222. 

SEXUAL HEALTH - PAH NHS (01279) 694901. 
SOCIAL SERVICES (01279) 434641. 

TALKING NEWSPAPER FOR THE BLIND (01279) 
413772. 

VICTIM SUPPORT SCHEME (West Essex) (01279) 
641074. 

VOCAL PROJECT Organisation providing voluntary 
placements and training for people aged 16-25. 
(01279) 625712/625713. 

WOMEN'S AID (01279) 836611 
W0MENR00M (01279) 306606. Monday-Friday 
drop-ins from 9am-1pm. Information, activities, 
advice and support for women. 

YOUNG CARERS PROJECT 01279) 308314. 

YOUNG CONCERN TRUST (01279) 414090. 

YOUNG PEOPLE'S INFORMATION CENTRE (01279) 
446815. 


Late duty chemists 


FRIDAY 

OPEN UNTIL 6pm: Ramco, 40 High Street, Old 
Harlow; Alliance Pharmacy, 9 North House, Bush 
Fair, Harlow; Lloyds Pharmacy, 283-284 High 
Street, Epping. 

OPEN UNTIL 6.30pm: D. Grainge, 12 Prentice 
Place, Potter Street, Harlow; Metwest, Staple 
Tye, Harlow; Huschem, Sumners Hatch, Broadley 
Road, Harlow; Church Langley Pharmacy, 

Florence Nightingale Health Centre, Minton Lane, 
Church Langley; Metwest, Sumners Hatch, 

Harlow; Dee's Pharmacy, 100 High Street, 

Roydon; North Weald Chemists, 48 High Road, 
North Weald. 

OPEN UNTIL 7pm: Netteswell Pharmacy, 1 Pypers 
Hatch, Maddox Road, Harlow; The Stow Chemist, 
The Stow, Harlow; Lloyds Pharmacy, 146d High 
Street, Epping. 

OPEN UNTIL 8pm: Sainsbury's Pharmacy, Fifth 
Avenue, Harlow. 

OPEN UNTIL 11pm: Asda Pharmacy, Water 
Gardens, Harlow. 

SUNDAY 

10am-4pm: Sainsbury's Pharmacy, Fifth Avenue, 
Harlow. 

Ham-lpm: Lloyds Pharmacy, 146d High Street, 
Epping. 

11am-5pm: Asda Pharmacy, Water Gardens, 
Harlow. 

MONDAY 

OPEN UNTIL 6pm: Ramco, 40 High Street, Old 
Harlow; E. Moss, 5 Bush House, Bush Fair, Harlow; 
Lloyds Pharmacy, 283-283 High Street, Epping. 
OPEN UNTIL 6.30pm: D. Grainge, 12 Prentice 
Place, Potter Street, Harlow; Metwest, Staple 
Tye, Harlow; Huschem, Sumners Hatch, Broadley 
Road, Harlow; Church Langley Pharmacy, 

Florence Nightingale Health Centre, Minton Lane, 
Church Langley; Metwest, Sumners Hatch, 
Broadley Road, Harlow; North Weald Chemists, 

48 High Road, North Weald; Bell Pharmacy, Bell 
Street, Sawbridgeworth; Dee's Pharmacy, 100 
High Street, Roydon. 

OPEN UNTIL 7pm: Netteswell Pharmacy, 1 Pypers 
Hatch, Maddox Road, Harlow; The Stow Chemist, 
The Stow, Harlow; Lloyds Pharmacy, 146d High 
Street, Epping. 


OPEN UNTIL 8pm: Sainsbury's Pharmacy, Fifth 
Avenue, Harlow. 

OPEN UNTIL 11pm: Asda Pharmacy, Water 
Gardens, Harlow. 

TUESDAY 

OPEN UNTIL 6pm: Ramco, 40 High Street, Old 
Harlow; E. Moss, 5 Bush House, Bush Fair, Harlow; 
Lloyds Pharmacy, 283-284 High Street, Epping. 
OPEN UNTIL 6.30pm: D. Grainge, 12 Prentice 
Place, Potter Street, Harlow; Metwest, Staple 
Tye, Harlow; Huschem, Sumners Hatch, Broadley 
Road, Harlow; Church Langley Pharmacy, 

Florence Nightingale Health Centre, Minton Lane, 
Church Langley; Metwest, Sumners Hatch, 
Broadley Road, Harlow; North Weald Chemists, 

48 High Road, North Weald; Bell Pharmacy, Bell 
Street, Sawbridgeworth; Dee's Pharmacy, 100 
High Street, Roydon. 

OPEN UNTIL 7pm: Netteswell Pharmacy, 1 Pypers 
Hatch, Maddox Road, Harlow; The Stow Chemist, 
The Stow, Harlow; Lloyds Pharmacy, 146d High 
Street, Epping. 

OPEN UNTIL 8pm: Sainsbury's Pharmacy, Fifth 
Avenue, Harlow. 

OPEN UNTIL 11pm: Asda Pharmacy, Water 
Gardens, Harlow. 

WEDNESDAY 

OPEN UNTIL 6pm: Ramco, 40 High Street, Old 
Harlow; E. Moss, 5 Bush House, Bush Fair, Harlow; 
Lloyds, Pharmacy, 283-284 High Street, Epping. 
OPEN UNTIL 6.30pm: D. Grainge, 12 Prentice 
Place, Potter Street, Harlow; Metwest, Staple 
Tye, Harlow; Huschem, Sumners Hatch, Broadley 
Road, Harlow; Church Langley Pharmacy, 

Florence Nightingale Health Centre, Minton Lane, 
Church Langley; Metwest, Sumners Hatch, 
Broadley Road, Harlow; Bell Pharmacy, Bell 
Street, Sawbridgeworth; North Weald Chemists, 
48 High Road, North Weald; Dee's Pharmacy, 100 
High Street, Roydon. 

OPEN UNTIL 7pm: Netteswell Pharmacy, 1 Pypers 
Hatch, Maddox Road, Harlow; The Stow Chemist, 
The Stow, Harlow; Lloyds Pharmacy, 146d High 
Street, Epping. 

OPEN UNTIL 8pm: Sainsbury's Pharmacy, Fifth 
Avenue, Harlow. 

OPEN UNTIL 11pm: Asda Pharmacy, Water 
Gardens, Harlow. 



ON THE 
WEB THIS 
WEEK 
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avoid the jams 


Harlow Star traffic information 

Mil Southbound JS 
■zJ.'P ro i?■ j 1 restrict}ons 

Mil Northbound JS 
Si ip ro i?■ j 1 restrictions 






DRIVING AHEAD: Avoid the jams 
thanks to our 24-hour traffic news 
service from keepmoving.co.uk, 
which warns you of problems on 
major roads within a 20-mile radius. 



SIMPLY DELICIOUS: Beat the 
winter blues by logging on to our 
lifestyle section for Nicole 
Bragaglia’s recipe for tiramisu with 
Baileys. 


PLUS: Daily breaking news and 
sport, great features and the best 
in local advertising. 


INTERNET POLL 


Last week on our home page we 
asked: “Do you think police chief 
Tim Stokes’ crackdown on a small 
group of known criminals will 
succeed in cutting crime figures?” 
53.7% said yes and 46.3% said no. 
This week’s question is: “Do you 
think Harlow solicitor Tony Bennett 
was right in trying to launch a 
private prosecution against the 
parents of Madeleine McCann for 
child neglect?” 

Log on now to have your say. 


FIVE MOST READ 
WEB STORIES 


1) Solicitor ‘to prosecute 
Madeleine McCann’s parents’ 

2) School among the country’s 
most improved 

3) Man stabbed to death fight 
with illegal immigrant 

4) Love the new strip ladies 

5) Baggage handler jailed for 
stealing at Stansted 


www.harlowstar.co.uk 
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ssional Carpets 

OUR BIGGEST 

EVER 



STOCK CLEARANCE 


Don't miss out ■ Limited stock 


Samples brought to your home 

We come to you FREE est j mates 


HUNDREDS OF OFFERS AVAILABLE 


Vinyl Heavy 
Cushion Floor 

20 Designs 

Normal price £12.99 per sq yd 

NOW ONLY £8*99sq mtr 


Average 

Kitchen 

3mx3m 


| 

1 


(Fitted) 


Berber 10 Colours 

Heavy Domestic 

Normal price £4.99 per sq yd 

NOW ONLY 

£2.99sq yd or £3.58 sq mtr 


Average 

Lounge 

Average 
Hall/Stairs & Landing 


(Fitted) 

(Fitted) 


Stain Free Twist 

Domestic 

example: Normal price £9.99 per sq yd 

NOW ONLY 

£4.99sq yd or £5.96 sq mtr 


Average 
Lounge 

Average 
Hall/Stairs & Landing 


Tg 


£149 


(Fitted) 


£149 


(Fitted) 


Bleach Resistant 
Twist Pile 

Heavy Domestic 


Average 
Lounge 

Average 
Hall/Stairs & Landing 


£198 


(Fitted) 


£198 


(Fitted) 




Very Heavy (50oz) 
Domestic 

80% Wool 
20% Nylon 

£14.99 sq mtr 


Average 

Lounge 

Average 
Hall/Stairs & Landing 


(Fitted) 


(Fitted) 


100% Wool 


20 Colours 

Normal price £14.99 per sq yd 

NOW ONLY £8o99sq yd 


Average 

Lounge 


(Fitted) 


Average 
Hall/Stairs & Landing 


(Fitted) 


100% Wool 


8.99sq mtr 


Average 

Lounge 

Average 
Hall/Stairs & Landing 


£199 


(Fitted) 


£199 


(Fitted) 


80% Wool 20% 
Nylon Twist 

Heavy Domestic 

NOW ONLY 

£9.99sq yd or £11.99 sq mtr 


Average 

Lounge 


rj 


(Fitted) 


Average 
Hall/Stairs & Landing 


TM 


(Fitted) 


80% Wool 20% Nylon 

45 Ounces 

Scotch Guard 

One of the best wool twists available! 

WAS £19*99 NOW £1 5*99 


Average 

Lounge 


(Fitted) 


Average 
Hall/Stairs & Landing 


fd 




(Fitted) 


Hundreds of 
Carpets Reduced 

Phone for the best prices! 
Thousands of samples available! 
“We don’t sell cheap carpets, 
we just sell carpets cheaply” 

WE WILL BEAT 
ANY QUOTE! 


Professional Carpets 

freephone 0800 0524142 mobile 07956 873280 

HOME SHOPPING SERVICE Guaranteed to beat any major store prices! 

9am to 7pm - Seven days a week. Telephone 9am to 9pm - Seven days a week. 
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BUSINESS NEWS 


email: star@hertsessexnews.co.uk 


Attwater & Liell 
singled out for 
praise in 'bible' 

A LAW firm in Harlow has once 
more been highly commended in a 
prestigious independent review of 
legal services nationwide. 
Regarded as the ‘bible’ of legal 
expertise among solicitors, the 
review and league tables compiled 
by legal publisher Chambers 
singled out Attwater & Liell, in 
West Gate, for its impressive 
reputation. 

According to the report, the firm’s 
clinical negligence team “can 
often be found handling maximum 
severity cases”, while partner 
David Kerry is described as a 
“friendly chap” who is a “well- 
recognised name in East Anglia”. 
Mr Kerry has now featured in the 
Chambers rankings for four years 
running, being acknowledged as a 
“star performer” with more than 
28 years of experience in his field. 
“It’s once more very pleasing that 
the team should be recognised in 
this way.” he said. “But the 
number of cases brought to us 
continues to give us concern. 

“We are seeing an increasing 
number of clinical negligence 
cases which cross all areas of care. 
They include cerebral palsy cases 
arising out of mismanagement of 
births, poor care of the elderly and 
psychiatric cases. 

“This leads me to believe that 
much of the additional money 
going into the NHS is not 
improving medical and nursing 
care. This is of national concern 
and is something the government 
needs to address urgently.” 


Accident victim 
seeks damages 



Beat goes on with Zavvi 


MUSIC and film fans in Harlow 
need not worry about the changes 
at the former Virgin Megastore - 
apart from a new name, the song 
remains much the same! 

Zavvi may have arrived on Broad 
Walk after the recent 
management buyout of Richard 


Branson’s music store empire but 
manager Laura Evans and her 
team are still in place to offer the 
same levels of customer service. 
Pictured, above, left to right , are 
Laura with staff Alice O’Leary 
and Simon Macaulay. 

(photo: MMQMXTQV/01) 


A FOOD processing firm fined £10,000 
after an accident in which an employee 
lost his right arm is now at the centre of a 
High Court compensation claim. 

Kebabery Wholesale, in Epping, was fined in 
2005 after admitting health and safety offences 
in connection with the incident. It is now being 
sued for more than £300,000 by Cafer Sonmez. 
Mr Sonmez (54) was cleaning a mixing machine at the 
firm’s Lindsey Street premises at the time of the 
accident in July 2004. 

In a writ issued at London’s High Court and made 
publicly available this week, Mr Sonmez describes how 
he had reached into the machine to clean it, using a 
magnetic key to override safety systems, and was 
caught by the moving mixing arm and trapped in the 
machine. 

He was rushed to hospital where doctors tried to save 
his arm but, despite five operations, it had to be 
amputated at the shoulder. 

Now he claims to suffer from phantom limb pain, 
regularly feeling his lost hand forming into a fist with 
severe pain. He also reports pain in his right shoulder, 
chest wall and both legs. He is said to be severely 
disabled and dependent on others since the accident. 
The writ says that it was common practice for workers 
to use the machine with the lid open and disable the 
lock. Mr Sonmez accuses the company of negligence. 
Lawyers have assessed the claim as worth in excess of 
£300,000 but, if successful, it could result in a payout 
substantially higher. 

The case is to be determined in due course. 


Travel agency's 
playing Santa 

STAFF at a Harlow travel agency 
want hundreds of Santa’s little 
helpers to spread joy to poorly 
children this Christmas. 

For the fourth year running, 
employees at Travelcare, in Church 
Langley Way, are appealing for 
Christmas gifts or toys to help fill 
a ‘Santa’s suitcase’ to be donated 
to children on Princess Alexandra 
Hospital’s Dolphin Ward. 

Branch manager Zoe Staines said: 
“We hope customers and members 
of the local community will help 
us bring a smile to a deserving 
child this festive season who may 
be sick or less fortunate than other 
children.” 

If donating a gift, please ensure it 
is unwrapped so staff can check it 
for suitability and age range. For 
more details, call (01279) 411311. 

Memorial service 
at funeral home 

MORE than 300 people 
remembered their loved ones when 
a Harlow funeral home held a 
special memorial service. 
Masterton Funeral Home held the 
annual service at Harlow Baptist 
Church on Sunday for the families 
they have dealt with during the 
past year. 

The service saw relatives light a 
candle for the loved ones they 
have lost and release a balloon in 
their memory. 

The memorial was followed by a 
fireworks display and buffet at The 
Crown pub, in Old Harlow. 


The Essex Strategy - Your Essex, Your District, Your Say.. 



Tell us your views on the issues that affect 

and help us shape the 

places where you live and work in Essex over 
the next few years. 


Supf 
Tuesday 4th Dec 
Park Inn, Harlow 




Representatives from Essex County Council, 
District and Parish Councils are keen to meet 
the public at this event. 

Refreshments will be provided. 

To book your free place, 
telephone 0845 743 0430 
email scs@essexcc.gov.uk or visit 
www.essexpartnership.org 


essex 

partnership 


shaping 
the future 
ofessex 


Free help 
for young 
mothers 

YOUNG mums 
struggling to cope 
with the pressures 
of parenting are 
being urged to take 
advantage of free 
help and support 
from a local 
charity. 

The Cornerstone 
Trust, in The Stow, 
is offering mothers 
under the age of 20 
advice on careers, 
training, practical 
parenting, first aid, 
finances and 
confidence¬ 
building through 
group training and 
one-to-one 
sessions. 

The charity has 
also launched an 
informal weekly 
support group for 
single parents of 
school-age children 
to help them 
increase their circle 
of friends, grow in 
confidence and 
share parenting 
challenges. 
Meetings take place 
every Wednesday 
during term-time 
from 12.30-2.30pm 
at the centre. For 
details, call (01279) 
415871. 



Igg^AMser Reader Travel Service 



FLORENCE & 

THE ROLLING HILLS OF TUSCANY 

Join us for a wonderful value few days in Italy's stunning heartland, visiting the 
j great Renaissance capital of Florence. 

1 Includes • Return flights to Rome direct from Stansted • Return airport to hotel 

1 transfers • 5 nights' B&B at the 3^ Carlton Elite Hotel in Chianciano Terme • A full 

1 day in Florence • The services of a Tour Manager in resort 

j Departs April to July, September & October 2008 from 1^19.00 

SH»r 

Wku 

ITHE SCENIC SPLENDOURS OF 

ITHE DORDOGNE 

Join us on this superb six-day holiday to the Dordogne based in the charming town 
of Bergerac, including a guided walking tour. 

1 Includes • Return flights to France from Stansted • Return airport to hotel transfers 
^ • 5 nights’ B&B at the 3^ Hotel de Bordeaux in Bergerac • A guided walking tour of 
Bergerac • Tour of the Chateau & Monbazillac with wine tasting • A Tour Manager 

1 Departs May, June, September & October 2008 from l279.00 

1 m / 

*2 w llli Mil 

CANNES & THE FRENCH RIVIERA 

Join us on this wonderful value six-day holiday to the fabled Cote d'Azur based in 
] the captivating resort of Cannes, and including an excursion to beautiful St Tropez 
‘ and St Raphael. 

i Includes • Return flights to Nice from Stansted • Return airport to hotel transfers 

J • 5 nights’ B&B at the 3^ Hotel Montaigne, Cannes • A half-day excursion along the 
! Cote d’Azur to St Tropez and St Raphael • The services of a Tour Manager in resort 

1 Departs March to July f ^"70 

& September to November 2008 from -OO 


CROATIA HIGHLIGHTS & A TASTE OF SLOVENIA 

This superb value holiday to one of the jewels of the Adriatic includes seven nights 
in delightful Porec and excursions to Roman Pula, with it's amphitheatre, 
Venetetian Rovinj. You'll also see the truly stunning Plitvice Lakes. 

t Includes • Return flights to Pula from Stansted • Return airport to hotel transfers 
‘ • 7 nights’ half-board accommodation at the 3^ Rubin Hotel (4A- Diamant Hotel is 
' available for a supplement) • All excursions as outlined • The services of a Tour 
Manager in resort 

Departs 1 July & 21 October 2008 from 179.00 


FOR FURTHER INFO, TO BOOK BY CREDIT CARD OR REQUEST 
A BROCHURE PLEASE CALL QUOTING ADVERT CODE HEM: 

0845 226 9725 SS 

See us at: www.newmarket.travel/hem 


Or email stating which brochure you require to^* 
hem@newmarket-group.co.uk, or fill in the 
coupon & send to: Herts & Essex Newspapers c/o 
Newmarket Promotions Ltd, FREEPOST KT2720, 
Worcester Park, KT4 8BR. (NO STAMP REQUIRED) 


Brochure(s) required: □ Florence & the Rolling Hills of Tuscany (FAS) □ The Scenic Splendours of the Dordogne (SED) 
□ Cannes & the French Riviera (FRI) □ Croatia Highlights & a Taste of Slovenia (CIV) 


Name. Address . 

. .ft. ........ Post Code . Telephone... 

EH Organised by Newmarket Promotions/Air Holidays Ltd. a company independent of Herts & Essex Newspapers. 


ABTA V787X/V7812. ATOL Protected 2325. 
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Breakfast Gift Sets 


Tartan Dog Coat 


3 Tier Cocktail Fountain 


£3.39 Each 


Miyaby Bath Bag Gift Set Luxury Slipper Gift Set 


£19.99 


Pedigree & Whiskas Stockings Fleece Pet Bed ( 82 x 82 cm apm) 


£2.99 

Wide Range of Pet Toys from 99p 


from £1.99 

Paint By Numbers Sets 


Starter Craft Kits 


Big Box of Craft 


Childrens Creative Sets 


St James Centre^Edlnburgh Way, Harlow CM20 2DH (On the A414 to Harlow) 

Telephone: 01279 452332 - OPEN 7 DAYS A WEEK 
Monday - Friday: 9.00am - 8.00pm Saturday: 9.00am - 6.00pm Sunday: 10.30am - 4.30pfn 

For more information visit www.therange.co.uk 

All products are subject to availability & price change. E & O E. Offers end 9th December 2007 


from £7.99 
Norway Spruce 
Christmas Trees 


£19.99 

120 Blue LED Light Chain Fibre Optic Village Scene 


40 Blue Bulb Icicle Lights 


£3.99 each or 2 For £7 
Box of 12 Luxury Crackers 


Christmas Wrap Multi Pack 
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NOSTALGIA 
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25 YEARS AGO 


The day my dad's 


November 25,1982 


*WE WEREN'T 
IN DANGER 1 

THREE Harlow potholers 
who hit the national 
headlines when they 
were trapped 350ft 
underground in the 
Mendip Hills, Somerset, 
were back at work the 
same day. Rescue 
services rushed to the 
Goddard-Bavier cave 
system near 
Charterhouse when the 
entrance filled with 
water after heavy rain, 
trapping the potholers. 
But one of the 
organisers of the 
expedition said 
afterwards: "At no time 
were their lives at risk." 

REG'S FAREWELL 
TO PLAYHOUSE 

REG Miller said goodbye 
to The Playhouse this 
week after working 
there since its opening 
in 1971. Mr Miller (65). 
of Franklyns, started as 
a technical manager and 
finished as maintenance 
manager, in between 
taking on such duties as 
stage director, stage 
manager, electrician and 
projectionist. 

PROTESTS FOR 
HESELTINE VISIT 

HARLOW socialists are 
expected to be out in 
force on Friday at the 


opening of the new 
£750,000 glass 
recycling plant in 
Edinburgh Way. The 
plant, which is to be 
opened by the Secretary 
of State for the 
Environment Michael 
Heseltine, is a 
significant boost to 
glass recycling in 
Britain. But during his 
visit Mr Heseltine is 
likely to be a target for 
verbal protest about the 
government's policies. 

STAN TO LEAD 
'LEFT' GROUP 

STAN Newens, Labour 
and Co-operative MP for 
Harlow, has been 
elected chairman of the 
Tribunal Group of 
Labour MPs for the 
forthcoming year. The 
group consists of about 
70 MPs who have 
adopted a "left" stance 
including party leader 
Michael Foot, John 
Siikin, Tony Benn, Eric 
Heffer and Stan Orme. 


DO YOU 
REMEMBER? 

• Do you recall past 
times on the local buses 
or railway stations? 

• Do you remember the 
early days of Harlow's 
neighbourhood shopping 
hatches, including its 
original businesses? 


football exploded 



Write to Nostalgia, Harlow Star, 6-8 
West Gate, The High, Harlow, Essex 
CM20 1JW or send us an email to 
wilkinsonb @hertsessexnews. co. uk 


REGULAR readers may 
recall the footballing 
memories recounted on thi s 
page earlier this year. These 
prompted Harlow resident 
Pat Redding to send us the 
team photograph printed 
above and a newspaper 


o 


WOODBURNING STOVES 

& INSET FIRES 

Also solid fuel, 
gas and electric 
models on display 

01279 813199 

www.OrionHeating.co.uk 





Winter Warmer 



H Yfl 


Loch Achray Hotel stb*** 


An early season 5 day break, offering 
exceptional value for money staying 
at our Loch Achray Hotel. There will 
be an excursion everyday including 
Edinburgh, Stirling, Callander and a 
cruise on Loch Lomond. 


All for the 

unexpectedly 

low price of: 

£112 

per person 


Includes 

• 4 Nights half board 

• Nightly Entertainment 

• All Excursions 

• Pickup from 
Witham, Maldon, 
Danbury, Chelmsford, 
Harlow, Sawbridgeworth 
& Bishop Stortford 


Your special coach departs Monday 14th January 


LOCHS 

GLENS 

HOLIDAYS 


www.LochsAndGlens.com 

01389 713713 

School Road, Gartocharn G83 8RW 


Mak^jJDate 
WHO WILL 


CLICKS 


WITH YOU 

Mrs Robinson seeks 
graduate for fun times... 


http://dating.hertsessexnews.co.uk 


Turn to the j 
Classified ^ 
Section for 
your chance 
Hlt to win a 
W fanstastic 
Hamper in 
our special 

Classified 
Christmas 
* Gift 
Guide 




By 

BEN WILKINSON 


cutting from a bygone era. 

The photograph shows the cup¬ 
winning Burnt Mill FC side in 
the early 1950s ... and what a 
dapper lot they were! 

The cartoon, meanwhile, 
accompanied a sports column 
penned by Ken Cook, who in later 
years went on to become editorial 
director of Stephen Austin 
Newspapers, the company which 
launched the Star in 1980. 

Pat explains: “The picture was taken 
on the playing field in The Dashes, 
otherwise known as The Rec before 
the town was built. 

“I believe the cartoon, which 
appeared in the Harlow Citizen 
newspaper in November 1953, may 
relate to the same year as the players 
correspond. The ladies at the tea bar 
were Phil Thear and my mother, Eve 
Seymour. The ‘grandstand’, of 
course, was the newly-built houses 
in The Dashes!” 

Pat continued: “I remember my 
father, David Seymour, used to mark 




if- J 


X.J& 


r t 



TT.£<? NfW t 

\ Gk a*> Stamp 


out the pitch on match days and my 
brother, sister and I loved to help out 
with the corner flags at the 
beginning and end of each match. 
“My father also used to take the 
footballs home to dry out - leather, 
laced ones in those days - and on 
one occasion one was left too close 
to the fire and exploded in our front 
room!” 

0 Pictured in the team photograph 


are {seated, left to right ) Bill Fisher, 
Cyril Pooley, Les Patmore, Burt 
Church, Lew Cox, Charlie Prime, 
Jack Thear, {standing, left to right) 
unknown, unknown, Nobby Reed, 
unknown, Frank Simmonds, George 
Rowlands, Bert Kennedy and David 
Seymour. The young boy is John 
Lucking. 

Can you identify any of the 
unknown players? 


Dawn of new era for film fans 


THANKS to regular correspondent 
Ron Bill for drawing our attention to 
these local press advertisements which 
appeared side-by-side in January 1960 
for one week only. 

That was when Rank Group closed its 
out-of-town Regal cinema and opened 
the Odeon in The High. How trends 
are reversed! 

In the same newspaper there appears 
a sneak preview of the yet-to-be- 
opened Odeon which laid on a press 
tour for journalists from as far afield 
as Hertford and Bishop’s Stortford. 
“They were shown round, talked with 
the manager, Mr Peter Davis, and 
poked their noses into every nook and 
cranny of the £125,000,1,244-seat 
cinema,” the paper reports 
“Mr Davis anticipates doing better at 
the Odeon than at the Regal. He hopes 


REGAL CINEMA 

HARLOW Flionc .•MOBS 


THIRD HAH ON IMt 
S O.S. PACIFIC MOUNTAIN 


"ODSON 


GALA OPENING 
PERFORMANCE 

Monday, 1 st February, at 7.30 p.n 

. ■ 

Opcr-tif rnr* - - vjnr * '« r ‘ >*•«•' f W Bud.'* IP 
jt>> lu lit 

rwt NSM HO AM AW WfSOOPf COJ-JEDV JUCCEJJ 

FOLLOW A STAR 

Reserve your seat now! 
aovaucc dookiuc orpet. oeiM 
MONWAr, f$t»i J/.-IUAHY, from lO.n .1 

Sdtl P...H1I.I!. > I « lt d j] 


to attract housewives who visit the 
town centre to shop so it will open 
every afternoon at 2pm. He will 
continue to show films which will 
attract a different audience, like 
Jacques Tati’s Mon Oncle , but he 
hopes the film-makers will also 
provide him with some really strong 
films like The Inn Of The Sixth 
Happiness which can be relied upon to 
fill the cinema for a full week.” 

The newspaper article portrays a few 
other cultural shifts. “There is no 
stage worthy of the name so the 
building cannot be used for variety, 
band shows and so on,” it laments. 

But there was good news for smokers, 
with a ban on customers lighting up 
categorically ruled out. “Cinemas 
which tried it were boycotted,” Mr 
Davis told the paper. 
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EVERYTHING 
STOCK! 



CHRISTMAS JUST ARRIVED EARLY! 

DEMAND 10% OFF ALL OUR TICKET PRICES 
AND BUY NOW AT “JANUARY SALE” PRICES 




J-. 


•T»T 


nr*iui 



WUCAHBUY HOWATJAM Jmy MUHlgr^ BEFORE wSl 


LESS THAN £1100 FOR 50" PLASMA! 


£400 CHEAPER THAN COMET 

NllS HIU HD IMS SAMSUK 


DIGITAL FREEVIEW TUNER 


40" LCD TV AND TABLE TOP STAND 

10000 TO 1 CONTRAST RATIO - SUPERB PICTURE 

£1299-1 0R £899°° 

AT COMET I AT TOWER 


SAMSUNG LE40N87BDX 


42" HD READY PLASMA TV VI 

WITH DIGITAL FREEVIEW BUILT-IN ■■ 

£400 OFF was £1299 

SAMSUNG PS42Q97HDX ^ w w w 


32" SAMSUNG LCD IV 

£65 CHEAPER THAN COMET! 

their tower 

PRICE 

£649 




HD READY 
FREEVIEW 
STAND LE32R87BDX 



23" SAMSUNG LCD VI 

£50 CHEAPER THAH COMET! 

TOEIR tower 

PRICE 

£499 


HD READY 
FREEVIEW 

LE23R87BDX 



BIG SCREEN - SMALL PRICE! 

SAVE OVER £400! WAS £1499 

SAMSUNG 
50" PLASMA 


HO READY YOURS 

TBT for only 

.00 


£1079 


PANASONIC, SAMSUNG, 
PIONEER, SONY, PHILIPS 


SAMSUNG PS50C96 


42 


FREE 
5 YEAR 
GUARANTEE 

m 


BOXED IN STOCK! 


II PANASONIC 
VIERA PLASMA 

HD READY - FREEVIEW 
PEDESTAL STAND 
f JAALESSTHAN | 
11UU CURRYS ■ 



TH42PX70PED 


m INCH 
Of MODEL 


rano-oo boxed in 

10U9 STOCK TOO!! 


HALF PRICE DESIGNER 
TV CABINET 

WHEN YOU BUY ANY TV 26" 

OR BIGGER - SAVE UP TO £149- 



HALF PRICE ILL BRACKET 

BOY FROM OUR VAST RANGE OF WALL BRACKETS 
WITH YOUR TV AND SAVE UP TO 50%!!! 


1000 SPIN WASHERS 

FROM ONLY 1 

i • I 

If 



GAS OR ELECTRIC 
COOKERS 

FROM ONLY 


£150 



FRIDGES 


FROM 
ONLY B 

1 



* a 


FREEZERS 

FROM 

ONLY r_i_ 


llt t 



FRIDGE/ 

FREEZERS 

FROM 


> %■ 

tm 


ONLY 

£189 


i.00 


BUILT-IN OVENS 


FROM 

ONLY 


1 




PRICES IN ADVERT INCLUDE THE 10% OFF • ALL PHOTOS FOR ILLUSTRATION PURPOSES ONLY • COMET AND CURRYS PRICES AND OFFERS CORRECT AT 17/11/07 



YOU CAN PAY THE -T^yVESfc-PRICE OR YOU CAN PAY TOO MUCH! 


SPEND £600 OR MORE 
PAY A 10% DEPOSIT AND THE 
BALANCE IN UP TO A YEAR’S 
TIME! AND PAY NO INTREST! 
FULL DETAILS IN STORE 


HARLOWS 

BIGGEST INDEPENDENT 
ELECTRICAL SUPERSTORE 


TESCO 


TOWER 


CONWAY 

PINE 


Ol 279 624250 

UNIT A, ST JAMES 
CENTRE, HARLOW. 


MASSIVE FREE 
CAR PARK! 


Open 10am to 7pm Monday to Friday-9am to 6pm Saturday-11 am to 5pm Sunday 


EDINBURGH WAY 

I TO OLD HARLOW 


▲ 

▲ 

<> <->■ 
O-O- 


THE RANGE 














































































































































20 November 22, 2007 


e-mail: star@hertsessexnews.co.uk 








Harlow’s Mortgage Centre 

Credit Problem - No Problem 

Do you want market leading rates?? 
Been refused by high st bank/building 
society or just want a better deal? 


Sk% 




Is your mortgage with any of these lenders? 

Abbey Bank of Scotland Barclays C&G Halifax HSBC 
Lloyds/TSB NAT WEST Nationwide Northern Rock 
Royal Bank of Scotland Woolwich Birmingham Midshires Amber 
Capstone EMex Future GE Money GMAC Kensington Platform 
London Mortgage Co MAS Mortgages Pic Preferred Rooftop 
spml Swift TMB UCB Welcome OR ANY OTHER LENDER 

NEED A ^SI REMORTGAGE/PURCHASE? MAKE A FRESH START NOW!!!!! 


Raise 

extra 

tnooeV 
for 







/ 



SECURED 
HOMEOWNER 
LOANS! 

• £5,000 TO £250,000 

• Need Cash Quickly 

• Immediate Decision 

• No Proof of Income 

• Special Schemes with 
Nothing to Pay for 3 Months 

A typical apr is 10.90%apr 




SPECIAL DEAL 

90% Mortgage 


% 


• 5.89% 2yr Fixed 

• 5.49% 2yr Tracker 

• Express Offer Service 

• No Early Repayment Charge 
After 2 Years 

• Reverts to 7.75% After 

Fixed Period 

The overall cost for comparison 
is 7.80%apr 


BUY TO LET 

• Upto 90% Mortgage 
• Free Valuations on 
Selected Products 

• Express Offer Service 

• Non-Regulated by FSA 

Rates from 5.49% 






Remortgage/Purchase No Proof of Income IVA Flats up to 25 Floors 

Up to 95% Self Employed/Employed Right to Buy Age up to 85 

Arrears/CCJ’s Self Certification Marriage/Partner Splits Gifted Deposit 

✓ Defaults Bankruptcy (from date of discharge) All Construction Types / Builders Deposit 



ONE CALL DOES IT ALL! - 0845 130 3245 


refresh 

mortgages 


Refresh Mortgages Ltd is an appointed representative of MortgageMatch Home Loans Limited 
which is authorised and regulated by the Financial Services Authority. 


The overall cost for comparison is 8.9% APR . The actual rate available will depend upon your circumstances. Ask for a 
personalised illustration. APR variable and based on a usual case. There will be a broker fee payable on completion only. 
Think carefully before securing other debts against your home. Adding debts to your mortgage will increase the overall cost. 
The precise amount will depend on your circumstances but we estimate it will be 1%. Your home may be repossessed if you 

do not keep up repayments on your mortgage. 
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t iant of the skies 

_ 


THE biggest 
passenger aircraft 
in the world 
recently took to 
the skies for the 
first time. 

The A380 Airbus, which is 
taller than six double-decker 
buses and longer than a 
professional football pitch, 
was designed and built by 
experts from across Europe. 
It cost £170m to 
manufacture and is initially 
being used on flights 
between London and 
Singapore. 

More than 800 passengers 
can be carried on board. 
Inside, there's plenty of 
room for people to relax 
and in the future some of 
the planes could be 
equipped with a gym, 
shops, cinemas and bars. 
Until now the Boeing 747 or 
jumbo jet - which many of 
you may have flown on - 
was the largest passenger 
plane but the A380 is nearly 
twice the size, with 50 per 
cent more floor space. 

At 277 tonnes unladen, it is 
so heavy that airport bosses 
in Australia had to spend 
millions of pounds 
strengthening the main 
runway so it could land. 

Yet despite its size, experts 


say the Airbus is 
much more environmentally- 
friendly than other planes as 
it carries more people using 
less fuel, meaning it creates 
less pollution per person. 
Some tickets for its first 
commercial flight cost a 
staggering $100,000 
(£49,000). 


Fact File 


NAME: Leah (member 789) 
DATE OF BIRTH: November 23 r 
2000 

ADDRESS: Sakins Croft, 

Harlow 

SCHOOL: Latton Green 
Primary 

HOBBIES: Drawing, dancing, 
playing on the computer 
DISLIKES: Being poorly 
FAVOURITE FOOD: 

Macaroni cheese 
FAVOURITE BOOK: The 
Faraway Tree 
FAVOURITE TV: 

Bratz 

FAVOURITE MUSIC: 

Girls Aloud 
FAMILY: Younger 
brother, Joe (4) 

WANTS TO BE: A 
pop star 

(photo: FBGFXVKN/09) 


07 Registered Vectra 1.8 WTi Life 





£8995 


Bristol Street Motors 


www.bristolstreet.co.uk 



vvaunam oruss, neris croo 

01279 624190 T 01992 787171 

Model shown for illustration purposes only. Price correct at time of going to print. 


Ha «£ Bir ‘ hdav 


TODAY 

MASON (mer 
667), of Hoomes 
Meadow, Harlow, is 10 

FRIDAY 

AIDAN (mem er 661), 
of Shawbridge, 
Harlow, Is 10; LEAH 
r 789), of 

Sakins Croft, Harlow, 

SUND 

CHARLIE (member 
886), of Greenhills, 
Harlow, is 11 

MONDAY 

TASHA (member 819), 
of Bodley Close, 
Epping, is 12 and 
retires from Hangers. 
CHARLOTTE (member 
366), of Peacocks, 
Harlow, is 9; JAYE 
(member 642), of 
Churchfield, Harlow, 
is 7; SHANNON 
(member 372), of 
Spring Hill, Harlow 
is 6 

TUESDAY 

ABBIE (men r 519), 
of Aylets Fi I, 
Harlow, is 9 

WEDNESDAY 

SHANE (member 
842), of Fullers Mead, 
Harlow, is 11 


! 



MEMBERSHIP 

APPLICATION 

If you are under 12, you can join Star Rangers 
using this form {please use block capitals ) 

Name. 

Address . 

Date of birth. 

Telephone number . 

My interests are. 

Send this form to: 

Chief Ranger, Harlow Star, 6-8 West 
Gate, Harlow, Essex CM201JW. 

L7Nbstbowli 


sponsors Rangers 


All new recruits joining our Star 
Rangers club will receive a secret 
code card and tickets for themselves 
and three friends to enjoy a free 
game of 10-pin bowling courtesy of 
our sponsors, First bowl of Harlow. 


b\asco(marketplace 



EX DISPLAY & INTERNET 
RETURNS AT BARGAIN PRICES 

(S 


in. tnlll-l* .ppM.nt. ...ill 


AEG B OSCH 

ar^meg benk 


ITEMS AVAILABLE TO 
PERSONAL CALLERS ONLY 


T 01992 899208 

Opening Times: 

9-5 Monday-Friday, 10-4 Saturday, Closed Sunday 
Hillgrove House, 

Hillgrove Business Park Nazeing Road, Nazeing 
biascomarketplace.com 


WINDOWS • DOORS • CONSERVATORIES 


t£e wry 7&l/&oc ox, ?4£ccmi*Uot*Pt, 



FENSA 

REGISTERED 



SHOWROOM 

OPEN 


Monday - Friday 
9.30am - 6.00pm 
Saturday 

10.00am - 5.00pm 



Enjoy 

a brighter outlook 

with better built windows, doors 
and conservatories 

Temple 

Windows 

WINDOWS • DOORS • CONSERVATORIES 
PORCHES • BUILDING WORK 

Oakwood House, South Road, Harlow, Essex 


FREE PARKING 


For a free quotation call in or phone our sales office hotline: 

FREEPHONE: 0800 387071 

www.templewindows.co.uk (24 HOUR ANSWERING SERVICE) 
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Deaths 


PETER 

EDWARD 

BARTLETT 

Passed peacefully 
away on 13/11/07 at 
Princess Alexandra 
Hospital aged 73. 
Loved by his wife 
Sylvia, children Lyn 
and Steven, son and 
daughter-in-law Roy 
and Janet, 
grandchildren 
Richard, Nicola, 
Claudia and Julia 
and Tim and his 
many great 
grandchildren. 

He will be deeply 
missed by us all. 
Funeral to be held at 
Parndon Wood 
Crematorium on 
Monday 26th 
November at 2.30. 
Flowers to Daniel 
Robinson or 
donations to I.T.U at 
Princess Alexandra 
Hospital via Daniel 
Robinson Wych Elm. 


HAWES. — Arthur. Sadly 
passed away 11-11-07. 
Cremation service will be 
held at Parndon 
Crematorium, 12.3 Opm 

26-11-07. All friends 
welcome. Flowers family 
only, donations c/o Daniel 
Robinson to Heart 
Foundation, Breast Cancer 
UK. 


Sf DAVID 
HICKS 

Sadly passed away at 
home on Monday 
12th November, 
aged 61, after 
fighting a long battle 
with COPD. Beloved 
husband to Joy and 
devoted father to 
Tony, Donna, Kelly 
and Poppy, also 
much loved 
grandfather to 14 
Grandchildren. 
Special thanks are 
given to Ram, Jill 
and all the medical 
team for the care 
given. 

Funeral to take place 
at Parndon Wood 
Crematorium on 
Wednesday 28th 
November at ,.1 
12 noon. Cfc- 


BERT® 
MEADS 

Passed away on Tuesday 
13th November 2007, 
aged 75 years. 
Reunited with his 
partner Joyce. 

Dearly missed by his 
Children, Grandchildren, 
Great Grandchildren, 
Family and Friends. 
Funeral service to take 
place at Parndon Wood 
Crematorium on Friday 
23rd November 
2007 at 2.30pm. 


BILL 

MU GGERIDGE 

Died peacefully in 
his sleep on 14th 
November 2007. 
He will be missed 
terribly by his 
family. 

The funeral will be 
held at 3pm on 
Friday 23rd 
November at 
Parndon Wood 
Crematorium. 
Flowers or donations 
to Harlow “Mind”, 
c/o Co-operative 
Funeralcare, 

20 High Street, 
Harlow CM 17 0DW. 


LEN 

HEWITSON 

Sadly passed away 
on Wednesday 
14th November 
2007. 

A great loss to his 
four daughters, 
family and friends. 
Flowers or 
donations made 
payable to St Clare 
Hospice Trust or 
Hearing Dogs for 
the Deaf can be 
sent c/o Daniel 
Robinson & Sons, 
Wych Elm, Harlow, 
Essex CM20 1QP. 
The funeral service 
is to take place on 
Friday 23rd 
November at 3.30 
at Parndon Wood 
Crematorium, 
Harlow. 


SMITH. — Joyce Sophia. 
Sadly passed away 
17.11.2007. Will be deeply 
missed by her family and 
friends. The funeral Service 
will be held at Parndon Wood 
Crematorium, time 2pm, date 
27.11.07. All enquiries to 
Daniel Robinson & Sons, 
Wych Elm. All welcome. 


SMITH. — Joyce. You are 
in a lovelier place now Joyce, 
alongside your beloved Frank 
and Brenda once more. We 
just know that being there 
with them will help to mend 
your broken heart. You take 
care now. Barry, Stuart, 
Heather, Natalie, Graham, 
Frankie and Charlie. 



Reduce the burden 
on family and friends with a 
Funeral Pre-Payment Plan 

• Inflation proof prices on all Funeral Plans 

• Flexible payment options 

• Personalise plans according to your wishes 

• Choice of plans for burial and cremation 

• Security - funds are held securely with CIS 

For more information or to find your nearest branch telephone 

0845 072 3515 



aniel Robinson & Sons' 

Independent Family 

Funeral Directors & Monumental Masons 
A personal caring service from a family business day or night 
Our trained staff will be pleased to give free confidential 
advice on any matter 





3 BuiIfields 
Sawbridgeworth 
Tel: 01279 722476 


Wych Elm 

146 High Street 

Harlow 

Epping 

Tel: 01279 426990 

Tel: 01992 560890 


South Street 
Bishop’s Stortford 
Tel: 01279 655477 


Haslers Lane 
Great Dunmow 
Tel: 01371 874518 


24-hour family careline • Golden Charter Pre-Payment Plans 
www.drobinson.co.uk 



' Pre-Paid Funeral 
Plans 

• Private Chapel 
of Rest 

• 24hr Service 


FUNERAL < 
HOME 

JEROME MASTERSON Dip Fd-MBIFD 

Telephone: 

01279 626238 


Irish repatriation 
specialists- 
Catholic Funeral 
Director available 
Horse Drawn 
Hearse available 


STATION ROAD, OLD HARLOW, ESSEX CM17 0AS (Car park at rear of funeral home) 


LOCAL INDEPENDENT FAMILY FUNERAL DIRECTORS 
AND MONUMENTAL MASONS 


I Arrangements can be made in the comfort of your own home 


FRED MORGAN 

Passed away peacefully on Wednesday 14th 
November 2007, aged 74 years. Fred will be 
greatly missed by all his loving family and 
many friends. 

Funeral service will take place at Parndon 
Wood Crematorium Chapel on Friday 
23rd November 2007 at 12.00 noon. 

All flowers and enquiries to Daniel Robinson 
8c Sons, Wych Elm, Harlow CM20 1QP. 
Tel. 01279 426990. 


COLIN. — Hamill. Brother, 
thinking of you on your 
birthday, 22nd November. 
Say hello to dad for me. Love 
and miss you, your little 
sister Lorraine and Maurice, 
xxx 


MARY 

SPALDING 

Passed away 
peacefully on 17th 
November 2007 aged 
90 years. Beloved 
Mother of Brian and 
Carole and much 
loved Grandmother 
of Roger, Peter and 
Robert. 

She will be sadly 
missed by all her 
family. 

Funeral service to 
take place on 
Thursday 29th 
November 2007 at 
Parndon Wood 
Crematorium, 
Harlow at 11.30am. 
Family flowers only, 
but donations if 
desired for 
Addenbrookes 
Oncology Dept’ may 
be sent c/o Daniel 
Robinson and Sons, 
79/81 South Street, 
Bishop’s Stortford, 
Herts CM23 3AL. 
Tel: 01279 655477 


FLORENCE ^ 
CUNNINGHAM 
(FLORRIE) 

Always in our 
thoughts. 

Love you always 
Dad, Lynn, Dawn 
and 

Grandchildren. 


STEVE 
CUNNINGHAM 

12.7.58 - 27.11.06 
Have I told you lately 
that I love you. 

Not a day goes by 
when you’re not in 
our thoughts. 

Miss you so much. 
Lots of love Dawn, 

0 Stuart and ^ ( 
Sian xxx 


In Memoriam 



DAVID 

ASHLEY 

19th July 1935 - 
24th November 2006 

Can’t believe a whole 
year has passed. 

It seems to have 
gone so fast. 

Thinking of you 
every day. 

And in our hearts 
you will always stay. 

Love always from 
your family 




STEVIE 

CUNNINGHAM 

November 27th 
2006 

A very sad and 
hard year without 
you but so many 
happy memories of 
a very special 
brother. 

With love 
Lynn and John xx 


STEVE 
CUNNINGHAM 

My lovely son and 
best mate. Proud to 
be your father. 
Never far from our 
thoughts. 

Love Dad and 
family. 


CUNNINGHAM. - Stevie. 
November 27th 2006. 
Remembering a very special 
CLARK. — Derek. Forever unc i e who we love and miss 


in our thoughts. Love Jill, 
Ben and Jack. 


every day. With love Kelly, 
Lisa and Sarah, xxx 


T 

imes Hawes 

' SELECTED ’ 

|* Iruk’fx.'nTr.t 

a \L *.:! • J 

L 

/ N Funeral Directors 

G 7 OODCHILD 

’ 

Family run for over a century! 

Independent funeral director 
and memorial mason 

The Stow (Outer Road), Harlow, 
Essex. CM20 3AQ 

Tel: 01279 427362 

Also at: ■ 

5 The Broadway 
Highams Park 
Chingford E4 9LQ 
Tel: 0208 527 1508 

216 Well Street 
Hackney 
London E9 6QT 

Tel: 0208 985 4231 


HAMILL. - Colin. 

Thinking of you on your 
birthday and always. Love 
Mum and Taffy, xx 


In memory of 
our much loved ' 
Mum and Nan 

MILDRED 

CURTIN 

24th November 2006 
Everyday in our 
thoughts, miss and love 
you always. 

Tony, Chris, Ian, 
Nicky and ( 

Grandchildren 


KEITH 
CURTIS 

1926 - 1990 
We think about you 
always and talk about, 
// you too. We have lots ' 
‘‘ of treasured 
memories but wished 
we still had you. 
Love always June 
and all your family. 


ESTHER^ 

DUFF 

22-11-99 

Time has passed so 
quickly but you are 
always in our thoughts. 
Love always 
Kevin and family. 


DAVID 
LAMOON 

(MOONEY) 

November 23rd, 1998 
In loving memory of a 
wonderful husband, 
dad and son. Forever 
in our hearts, always 
in our thoughts. 
Missing you more 
each day. 

I Love, Gail, Francesca, J 
Mum and Dad. 


MICK 

LUCAS 

22/11/50 - 
22/02/05 
For my darling 
husband on your 
Birthday and our 
Third Wedding 
Anniversary 26 
November. 

You are always in my 
thoughts and forever 
in my heart, miss 
you more than words 
can say. 

Love you always - 
Roz xxx 


MARY 

MORRIS 

Five years have 
passed since you 
were taken from 
me, but you are 
always in my 
heart, my love. 
Words cannot 
convey how much 
I miss you. Good 
times and bad, we 
faced them 
together and 
found strength in 
each other. 
Life can never be 
the same without 
you, sweetheart, 
but I know that 
one day we will be 
re-united. So wait 
for me, and we 
will dance the last 
Waltz together, as 
we always did. 
My love for you 
always. 

Stan xxxxxxxx 


BERNI 

MULVEY 

Remembering your 
75th Birthday on 
21st November. 
Love and missing 
you so much. 
Gwen and family. 


BILL 
PARSONS 

Who passed away 
' November 22 1996 
Deep in my heart 
memories are kept 
of someone I love / 
and will never 
forget. 

1 Love you, God Bless ^ 
Love Renee, David 
and Martin xxx 


» HARRY <3E 
PATCH 6 

Sadly left us on 24th 
November 2006 
Still always in our 
thoughts and hearts. 
Loved and missed 
so much. 

Joan, Male, Deb, 
Stuart, Kelly and 
Beth xxxxxx jCLX 


Return Thanks 


CHARLES 

KENNEDY 

I wish to thank you all for 
your sympathy and kind 
thoughts in my sad 
bereavement. 

Gwen Kennedy 


Birth 

Congratulations 


ITS A B 



DRAKE 

JADE and 
CHRIS 

Congratulations on the 
Birth of your beautiful 
Baby Boy, Zakjayden, 
born November 19th 2007. 
All our love Mum, 

Dad and Nan 


IT'S AG 



HOY 

I’d like to welcome my 
beautiful Daughter Poppy 
into the world, and say the 
biggest thank you to my 
darling Vicky, for 
everything she has been 
through along the way! 
Thank you so much! 
Love you both lots 
Wayne (Daddy!) xxx 


FAMILY NOTICES 


Births, Marriages, Deaths, etc. 

Notices in this column must conform to the “house 
style” of Herts and Essex Newspapers. The 
management reserves the right to alter copy to 
comply with these conditions. The charge for 
notices of Birth, Engagement, Forthcoming 
Marriage, Marriage, Death, In Memoriam and 
Return Thanks is 47p per word, plus VAT at 
17.5%. Announcements cannot be accepted over 
the telephone. Birth announcements can only be 
accepted to appear in this publication, providing 
they are signed by one or other of the parents. 
Engagements and Forthcoming Marriage Notices 
require the signature of both parties. All other 
announcements must be accompanied by the 
signature and address of the sender. 


IT’S A 



VICTORIA 
and WAYNE 

Congratulations on the 
Birth of your beautiful 
baby Girl POPPY. Well 
done! We are so proud 
of you. Wishing you all 
the happiness in the 
world. 

All our love 
Mum, Dad, Rachel 
and Simon xxx 


GILLIAN 
GRIMLEY 

Thanks to family, 
friends and colleagues 
for the cards, flowers 
and donations on 
the passing of my 
beloved Wife and 
Best Friend, 

HALL. — Brian. Ethel, 
Jeanne and family thank 
friends and neighbours for 
their sympathy, cards and 
flowers, received in the sad 
loss of a much loved son and 
brother who passed away 9th 
November 2007. 



VICTORIA 
and WAYNE 

Congratulations on the 
birth of your beautiful 
baby girl Poppy, born 
15.11.07. Wishing you 
all both health and 
happiness for the future. 
Lots of love from Nan 
and Grandad, xxx 



Congratulations 

LAURA, 
ANDY 
and NOAH 

On the safe arrival 
of Lola, a beautiful 
Sister for Noah. 
Love Mum, Michael 
and Alice. 


IT’S A 



Congratulations 

DIONNE 
and STEVE 

On the Birth of 
your lovely first 
Baby Kaley Rae. 
Love from Mum, 
Dad and Uncle Jed 


Birthday 


HILL. — Alan. Daddy, 
happy birthday. Love you so 
much, Lily and Georgie. xx 


1st Birthday 




OLIVER 

JOHNSON 

Happy 1st Birthday! 
Lots of love Mummy, 
Daddy and Phoebe 
xxx 


13th Birthday 



BRODIE 

CLARK 

Happy 13th Birthday 
Lots of love Mum, 
Dad, Lois and 
Rhiannon xxxxx 



To my darling 

PENNIE 

Happy 13th 
Birthday 

Lots of love Mum 
and Mark 


18th Birthday 



LUKE 
CLARKE 

Happy 18th 
Lots of love from Mum, 
Trevor and your little Bro’s 
James and Joe xxx 
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JESSICA 

RICHARDS 

Have a very happy 
18th Birthday. 
Wishing you health, 
wealth and happiness 
now and forever. 
Love Nan, Ronnie, 
Adrian, Julie, Jason, 
George, Charlotte and 
Fred. 



BIRTHDAY 


JESSICA 

RICHARDS 


18th Birthday 
November 26th. 

All our love 
Mum, Dad and 
Jodi. 


21st Birthday 



BIRTHDAY 


SCOTT 

HALE 

Congratulations 
on your 21st. 
Have a great day. 
Love 

Dad and Alison. 


LOOK WHO’S 30! 
MY MUM 

SIAN HALL 

(nee Evans) 



Love Theadora 


40th Birthday 



HOLTON 

21st November 
Look who’s 40 
Happy Birthday Wayne 
Love from Mum and 
Dad xxxx 



40 th. 

BIRThfDAY; 

cT 

WAYNE 

HOLTON 

Happy 40th Birthday 
Have a wonderful 
day 

All our love 
Ann, Charlotte 
and Samuel xxx 



SEAN 

LYNCH 

Happy 40th, 
November 21st 
Love N.A.D 


30th Birthday 


BAALHAM. — Carol. 

Happy 30th Birthday. Love 
Sandra, Lee and Emily, Andy, 
Debbie and Shannon, Paul 
and Sarah. 

BAALHAM. — Carol. 

Happy 30th Birthday. All our 

love, Simon, Cara and Luke. 

BAALHAM. — Carol. 

Happy 30th Birthday. Love 
Mum and Dad, Linda and 
Trevor. 



HAPPY 

40TH 

BIRTHDAY 

SEAN!!! 


50th Birthday 



' FJ 

MICKY 
WOT 50 

Happy birthday 
on the 28th. Lots 
of love Mum and 
Brian xx 



LOOK WHO’S 50 

ROY 

CARTWRIGHT 

Happy Birthday for 
the 25th. 

Lots of love from 
Michelle, Chris, Kelly, 
Jessica and Dad. 


KEV 

KIRTLAND 

Happy 50th 
on the 

21st November. 

Love u lots 
Mum and Dad 


KIRTLAND — Kev. Top 
Bmv, Happy 50th. Love Lee, 
Tracy, Harvey, Billy, Lol, Jo, 
Lee, James and Charlotte, xx 



WADHAMS 

Happy 50th Steve 
Lots of love Kathy, 
Matt, Lewis and 
Jack xx 


80th Birthday 



/ 

PETER 

“GINGER” 

ADAMS 

Happy 80th Birthday. 
Lots of love from your 
9 children and 
partners, 31 
grandchildren and 11 
great grandchildren. 


Exam Honours 


CONGRATULATIONS 


,uunuriHiUL 


JACQUELINE 

“DIDN’T YOU DO 
WELL” 

Congratulations on 
your Graduation. 

Love Mum, 

N.G (Brother) and 
Pussycat “Pickles”. 
Thank you John for 
giving your wife the 
help and support. 


Thankyou 


^//mu/cuou 


a 




CURLY 

Thanks to all my 
friends and family 
for making my 50th 
party bash go with 
a swing. Thanks for 
all the presents and 
money gifts. 

Top family Top 
mates. 

Love u 
Curly. 



Why not celebrate one of the many special occasions 
by placing a celebration box in the Mercury, Star 
Observer to commemorate the day. 


Observer 

MERCURY 

Star 


\TSN 


CELEBRATION BOXES 


1st 

BIRTHDAY 


D Births 

WM Birthday Greetings 
K1 Engagements 
Q Forthcoming Marriages 
Q Marriage Congratulations 
Q Anniversaries 
B Congratulations 
|s| Good Luck Message 
Exam Honours 
1181 Retirement 
111 You’ve Passed 
IQ Thankyou 
IB Get Well Soon 
IB C h r i ste n i ng/ Bapti s m 
IP Silver Wedding 
IB Pearl Wedding 
B Ruby Wedding 
IB Golden Wedding 
IE Diamond Wedding 
Hi] Platinum Wedding 


PHOTO BOXES 


l&st 



Share the 
occasion 



5x1 celebration box 
including photograph 

Observer..£ I 6.95 

Mercury.. £22.50 

Harlow Star....£ I 9.13 

5x2 celebration box 
including photograph 

Observer.. £3 1.75 

Mercury.. £42.75 

Harlow Star... ,£36.00 

Celebrate!! 

Whatever the occasion; make it even more special by 
placing a celebration notice in the Family Announcement 
page... and let everyone share in your happiness. 


SOPHIE WILSON 

l Happy Birthday 

I Special wishes to a very 

1 special young lady. 
Lot of love Mum, Dad 
and Daisy 



MUM 

Happy Birthday 
Rose Lucas 

Bet you thought 
we would all forget. 
Enjoy your very 
special day. 

Lots of love David, 
Sarah, Martin, John 
and all the family 


CALL TODAY... 01992 526666 
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^engal Ijottag] 

Balt! 6> Tandoori Indian Restaurant 


B@@[K77®0B 
(gfflBogtfmg pmsw 

S, 10% DISCOUNT 


SPECIAL SUNDAY BUFFET 

Eat as much as you like 
12noon to 3pm & 5.30pm-11.30pm 

ADULT £6.95 CHILD £4.50 


The staff and management of Bengal Cottage 
would like to wish our customers a Merry Christmas 


* FREE HOME DELIVERY 

On orders over £10 within 3 mile radius 
FREE BOTTLE OF WINE ON ORDERS OVER £25 (until xmas) 

10% DISCOUNT 

on takeaways over £10 (collection only) 


Mon-Sat 12.00-2.30 & 5.30-11.30 Sun 12.00-3pm & 5.30-11.30 

19 High Street, Old Harlow, Essex CM17 0DN 

01279 438625/424927 


UdDc aWyou need in... 

^ajiiou Odd Town 


ST. JOHN’S ARTS & RECREATION CENTRE 
MARKET STREET, OLD HARLOW 

Friday 14th December at 8pm 
Christmas All Sorts 

Christmas songs and readings by New Edition Singers 
£7 includes mince pie and mulled wine 
Tickets available from: 01279 434028 
Or on the door 

Saturday 15th December at 8pm 
The Alberni String Quartet Playing Mozart Quartet in D-Major 
Wolf Italian Serenade Edward Algar Quartet in E-Minor 
Tickets £12 (concessions £10) 

For tickets call: 01279 442447 
Thursday 20th December at 8pm 
• John Petters Swing Band 

Concert to celebrate the launch of his new CD 
Tickets £10 


ir 






The Flower Box 

Add a creative finishing touch 
to your Christmas dinner 
table this year, with our 
stunning festive, fresh or silk 
Candle table arrangements. 
Orders being taken now 
01279 428877 


mt/mm- 


SWEET 

DELIGHTS 

36 The High Street, 
Old Harlow, Essex 
CM17 0DW 

01279421777 

PRE CHISTMAS 

SALE 

SATURDAY 24th NOVEMBER 




CHRISTMAS GIFTS 
NOW IN STOCK 

*Excluding Chocolate & Sweets 

House Interiors Specialised ■ Children’s Interiors 
Baby Accessories ■ Fresh Chocolate Counter 
& Much More 


The Crown Pub 

^>ld Harlow 

® LIVE MUSIC - 
EVERY. ¥ 
FRIDAY NIGHT 
8oz Rump with 
g Chips £4.95 M 

* • 9k * 

:hristmas carols* 

MONDAY 17th DEC ^ 

'BOOK NOW FOR YOUR* 
PRE-CHRISTMAS DINNER 
AND CHRISTMAS PARTIES 

g- 

'now open all day every day^ 

Tel: 01279 868969 


parking in 
Old 

Harlow 


^Jlie Q/ieenman 

JUMbe/i/ty Queen, ©M ^atittow 

Introducing our traditional 

Sunday Carvery 

(choose from Beef & Pork) 

only £7.50 per person 

To book call 
01279 442521 



The White Horse (Old Harlow) 
Merry Christmas 

Don't be a 'pudding' - It's 'snow'joke.... Come and 
have a 'cracker' of a night out! 

Half Moon comedy night at the White Horse on 16th 
December with quality entertainment - No 'turkeys'! 
Make sure your 'present' for Carols, mince pies and 
mulled wine to get into the spirit. 

Build your own snowman in the winter wonderland (weather permitting!) 

Also - Sky sports & setanta on big screen 

WIFI enabled • Family friendly • Heated tobaccularium 

160 Old Rd, Harlow. Tel: 01279 427135 


It isn’t just Santa looking to enter your home 
this Xmas 

Thieves don’t deliver presents - they take yours 
Don’t wait until you become a victim of burglary 

Contact 

GuardHome 

01279 324837 



www.guardhome.co.uk 

Reputable and professional Old Harlow company 
Wireless technology - Easy to Use Hard to Beat 
Installation usually takes less than half a day 
Taking orders now for installation before Xmas 
FREE extra key fob for orders placed in November 
Also for commercial premises and CCTV 


TOES* a. 

Jerome Masterson Dip fd • mbifd 

* Pre-paid funeral plans * Irish repatriation specialists * Private chapel of rest 
Catholic funeral director available * 24 hour service* Horse-drawn hearse available 

TELEPHONE: 01279 626238 

Station Road, Old Harlow, Essex, CM1 7 0AS 
(Car park at rear of funeral home) 

Local Independent Family Funeral Directors and Monumental Masons 
Arrangements can be made in the comfort of your own home 



masmwi 

• GHD hair straighteners 
TlGI gift sets • Salon gift vouvl^j^ 

Booh now for Christmas 

01279 430500 . 


Swallow Churchgate Hotel 

Old Harlow 

swallow hotels 

‘COME AND JOIN THE PARTY’ 

Christmas party Nights 

Throughout December and January 
Three course meal plus band or disco 

FROM £32 PER PERSON 

Private parties also available 

»OOK NOW! 

TEH IjpNE: 01279 420246 

OR E-MAIL^ lBiLCHURCHGiATE@CRERARMGMT.COM 



Fur 'n' Feathers 
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Diver's sea rescue is 
captured on camera 


AN experienced diver has told 
of his dramatic helicopter res¬ 
cue after he got the bends 
while diving off the south coast 
of England. 

Stuart Roberts (39) from Harlow 
had rushed to the surface after he 
was separated from his group and 
realised he was running low on oxy¬ 
gen. 

But the quick ascent from a depth of 
115ft (35m) left him with dangerously 
high levels of nitrogen in his blood and 
he lost feeling in his arms. 

A rescue helicopter was scrambled 
and Mr Roberts was winched from the 
deck of the dive ship and rushed to hos¬ 
pital in Poole, Dorset. 

He spent nearly six hours in a recom¬ 
pression tank while his wife Jo and 
nine-year-old son Sam waited desper¬ 
ately for news. 

Mr Roberts, of Mallards Rise, said: 
“Even now I get numbness in my fin¬ 
gers, which is the long-term damage 
from nitrogen bubbles in your blood. 

“It’s put me off diving for life, I’m 
considering taking up sailing - it’s 
much safer.” 

He was in a group of 10 diving at a 
shipwreck off the coast near Weymouth, 
Dorset. The captain of the vessel they 
were on, Outrage, spotted the symptoms 


By WIL L0NGB0TT0M 

star@hertsessexnews.co.uk 


of decompression sickness and called 
the coastguard. 

But the building surveyor, who works 
in Hertford, didn’t think there was any¬ 
thing wrong with him, believing numb¬ 
ness in his hand was due to wearing his 
dry suit for a prolonged period. 

“One of the symptoms of the bends is 
denial, because it affects the sensory 
and nervous system,” he said. “It was 
only really when the helicopter turned 
up that I realised something was wrong 
with me.” 

His wife only found out he was okay 
when she managed to get in touch with 
the operator of the recompression 
chamber. 

The dramatic rescue on September 1 
was filmed for the BBC1 programme 
Seaside Rescue , which follows the work 
of Air Sea Rescue, lifeboats and beach 
lifeguards. 

Paying tribute to the emergency serv¬ 
ices, Mr Roberts said: “I was so relieved 
that I was surrounded by people who 
knew what they were doing. 

“The next day I was quite emotional; 
I just thought I could have died if I had¬ 
n’t got such excellent treatment.” 

The programme is due to be aired in 
January. 



Driver fined 
for m-way 
coach crash 

A NATIONAL Express coach 
driver whose vehicle careered 
off the Ml 1 and plunged down 
an embankment near Harlow 
was fined and given six 
penalty points after pleading 
guilty to driving without due 
care and attention. 

Nickson Anegbode (43), of 
Barking, was also ordered to 
pay £345 in fines and 
prosecution costs by Harlow 
magistrates on Thursday. 

Gavin Sparrow, prosecuting, 
said that on September 21 this 
year, Anegbode’s coach veered 
off the Ml 1 shortly after 
passing junction 7. 

There were 15 passengers 
onboard en route between 
London and Stansted Airport, 
one of whom was left with 
minor injuries. Onboard CCTV 
cameras showed Anegbode 
driving carelessly prior to the 
incident. 

Rachel Ellis, in mitigation, said 
Anegbode had originally 
thought the crash was the 
result of a mechanical fault but 
accepted he could not prove 
this and now took full 
responsibility for the collision. 
She added he could lose his 
job with National Express if 
the court imposed a six point 
penalty and that he had a wife 
and four children to support as 
well as elderly parents and 
other dependents in his home 
country of Nigeria. 


AS DA CLARKS HMV MATALAN NEXT RIVER ISLAND TK MAXX TOPSHOP WOOLWORTHS 



It's worth dropping in this Christmas. 


You'll find gifts galore at The Water Gardens with CDs and DVDs at HMV and all the latest toys and games at 
The Entertainer. Always look your best with great fashions from Jane Norman, Next, River Island, TopShop and TK Maxx. 
The Christmas celebrations really get under way on December 15th. Santa will be there spreading cheer with gliding reindeer, 
a glowing fairy, face painters and music and rhythms from the Harlow Steel Band. Bring the family and make a day of it. 
If you feel like a break there's Nandos, Pizza Hut and the Water Margin to look after the innerself. Happy Christmas everyone! 



Shopping Centre, Harlow 
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Computer Market 


HAVE MOVED IN SPECIAL RESERVE’S 
OLD SHOP IN THE MALTINGS 


PC AND LAPTOPS FOR SALE 


MANOR 

GARAGE DOORS 

NO SURVEY CHARGE • NO CALL-OUT FEE 
NO SALES PRESSURE • NO DEPOSIT 


WIRELESS BROADBAND INSTALLATION SERVICE 


HP Epson Canon Samsung Phillips etc 


uCDs DVDs Digital storage 


Memory cards Pen drives Flash drives 
Sony SD Compaq 


SMALL BUSINESS 


Need a computer engineer 
Need a few things doing to your company computers 
Hire an engineer for few hours, 3 hours minimum 


Unit F9, Allen House, 

The Maltings, Sawbridgeworth, Hertfordshire 

Proprietor: Mr. M. R. Bonington 


Tel: 01279 725300 Mobile: 07801 328718 


visit our improved website 

www.manorgaragedoors.co.uk 

__ _ FOR A RELIABLE & 

L. | FRIENDLY SERVICE 

■ ^ TEL: 01279 452628 

Manor Garage Doors 

1" ’ ■ Unit K, Tylers Cross Nursery, Epping Road 

* -Ww Nazeing, Waltham Abbey, Essex EN9 2DH 
Email: enquiry@manorgaragedoors.co.uk 


By 

BEN WILKINSON 


Second World War continued to 
be tested each week in the event 
that a very different sort of bomb 
would be launched against us. 

As always, of course, there were 
those who didn’t take their 
country’s side, right or wrong; we 
all know about the era of 
McCarthyism and its anti¬ 
communist witch-hunts which 
summed up America’s no- 
nonsense way of dealing with 
such perceived problems. 

But this country, too, had its 
enemies of the state; not just 
those who sympathised with 
communism and risked all to 
help the Soviet cause, but also 
the greedy who were motivated 
by the financial rewards of 
selling secrets. 

In November 1968, Harlow 
found itself at the centre of just 
such a scandal. 


D ouglas Britten is, in all 
probability, a name you 
will not recognise. But 
mention him in Harlow 39 years 
ago and there would have been 
no mistaking who you meant. 
Britten, a chief technician in the 
Royal Air Force, was not from 
Harlow. Stationed at RAF Digby 


From £199 


reconditioned 


From £299 new 


All makes and models repaired 
Express service available 
laptop batteries, adapters, 
data transfer, back-up or recovery 
PCs built to your specification 
from £249 inc. monitor 
B Nortons 2008 in stock Trained techs 




uarlow GAZETTE 


npid Quanfian 


ESPIONAGE CORNER: Above , Star chief reporter Ben Wilk¬ 
inson at the same bench where spy Douglas Britten used to meet 
his Soviet contact. Right, the Gazette’s front page at the time (s) 


in Lincolnshire, the 36-year-old 
serviceman had no ties with the 
town, or Essex, at all. 

But the new town was to a play 
a key part in his shady second 
life - not that of Britten the 
upstanding non-commissioned 
officer, but that of Britten the 
Soviet spy. 

It was on November 4, 1968 
that Harlow’s role in the 
national scandal came to light. 
This was the day Britten 
pleaded guilty at the Old 
Bailey to five offences under 
the Official Secrets Act of 
collaborating with the Russians 
and was sentenced by the Lord 
Chief Justice Lord Park to 21 
years behind bars. 

The case captured the 
imagination of the British 
public, not least when the man 
who led the investigation, Wing 
Commander Gerry McMahon, 
discovered that Britten had 
utilised a James Bond-style 
cigarette case which, when 
rolled over documents, 
produced a perfect image, even 
in darkness. 

But Harlow’s part in it was 
rather less glamorous, and 
centred on two public benches 
at the junction of Hodings 
Road and Hamstel Road. 
“Espionage Corner” as the 
innocuous-looking patch was to 
become known to excited 
locals, was where Britten was 
instructed to meet his contact, a 
diplomat from the Soviet 
embassy in London. A map 
produced in evidence against 
Britten showed his route from 
Harlow Town Station, past 
Burnt Mill roundabout and into 
Rivermill, past Wintons and 
into Hornbeams before 
reaching Hodings Road. 

Here Britten and his contact 


met because, as the local 
newspaper of the time, the 
Harlow Gazette and Guardian , 
noted: “What could be more 
harmless than for a man who 
had walked from the station to 
sit down for a rest?” 

It went on to explain: “There is 
a tarmac track nearby at Hester 
House, wooded on either side, 
which would be an ideal place 
for the secret handing over of a 
package which on one occasion 
contained £100. 

“To keep the time of the 
meeting as short and 
inconspicuous as possible, 
Britten was instructed to arrive 
at 5pm, or, as a misspelt note 
on the plan says, ‘exatly at 
17.00 gmt’. 

“It takes only a matter of 13 
minutes to get from the station 
to the rendezvous point, so the 
whole operation could have 
taken under half an hour.” 

A mong those who 

remember the scandal 
is local historian Ron 
Bill. He recalls: “The name 
Douglas Britten became known 
all over because it was a high- 
profile national trial - but 
when it came out that his secret 
drop-off place was in Harlow, 
there was great excitement in 
the town. 

“Of course, very little 
information was actually 
revealed about what he was up 
to, for obvious reasons, but that 
didn’t stop people speculating! 
“The bench he used is still 
there and sometimes when I 
pass it I wonder what became 
of Britten and what he might 
be doing now. For a name that 
became so infamous just a few 
decades ago, we know very 
little about him.” 


In tlio footsteps of Dougl as Britton 

SPY HAD RENDEZVOUS 

HARLOW 




ESPIONAGE 
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^ EXCELLENT ^ 
CUSTOMER SATISFACTION 
^ RECORD 


The spies who came 
in to the New Town 


I N the culture of fear 
and suspicion in 
which we now live, 
with politicians and many 
sections of the media 
flooding us day-in and 
day-out with stories of 
how the next Islamic 
terrorist outrage or 
attempted attack from a 
despotic Middle Eastern 
dictator could be just 
around the corner, the 
days of the Cold War can 
seem a rather quaint, 
distant memory. 

Relations between the West 
and the Soviet Union may 
have only thawed in the early 
1990s - within living memory 
even for young adults - but 
the days when, as a nation, we 
worried about the possibility 
of atomic weapons turning the 
planet into a radioactive ash 
pile can feel like another age 
entirely. 

And when our leaders say that, in 
order to cope with today’s threat, 
measures such as lengthy 
detention without trial and 
compulsory identity cards are a 
necessity - even though we got 
through the entire Cold War and 
the simultaneous Irish republican 
terror campaign without them - 
one can only draw the conclusion 
that it must have been a much 
more innocent and simple era 
than the one we have the 
misfortune of inhabiting. 

But go back to the late 1960s, 
when the East/West divide was at 
its height and the Cold War 
seemed far from uncomplicated 
or insignificant and it was the 
issue which dominated all others. 
At military establishments, our 
entire fighting capability was 
geared up to defend against a 
Soviet attack; in civilian streets, 
air-raid sirens designed to warn 
against German attacks in the 
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visits epping 

In Time For Your Christmas 
Shopping 




Amwell Aquatics One Of The UK'S Largest Aquatic Superstores 


P 


Always wanted to keep fish? 

Need help and advice? 
jCome and visit our friendly staff who will be 
|able to help with all your fish keeping needsF 


<£ 


Wo have experts on site in tropicals, marines, pi ants and ponds 
Over 170 tropical tanks and a dedicated marine centre 
A huge selection of tanks and dry goods 
Check out our website: www.amwellaquatics.co.uk 
Northfield Crossroads, A142 Soham Bypass Happy Grow Garden Nursery. High Road,Epping, 
Soham, Ely, Cambs, CB7 5UF Tel: 01353 724046 Essex CM16 6LX Tel:01992 570880 


1 




STUART POULTON 

“THE FAMILY FUNERAL DIRECTORS” 

Fourth Generation Family Owned Business 

You will always speak to a family member. 

24hr service day or night. Private chapel of rest. 

Funerals arranged in the comfort of our office or own home. 

Head Office 

Stuart Poulton House, High Road, North Weald, Bassett, Essex CM16 6BU 

01992 522607 / 572607 

www.poultonfunerals.com stuart@poultonfunerals.com 

“We’re there because We care” 












nurstty and garden can! 

Christmas decorations and gifts 

Planted indoor and outdoor 
arrangements 

Christmas Trees - artificial here now 

and real arriving last week of q 

November. v 

Full range of Shrubs, Climbers, 

Conifers, Perennials, Roses, 

Tree Ferns and Grasses. 

Extensive range of Garden Sundry 
Items 

Rockery Stone, selection of Composts 
and Topsoil 

Warm up with a hot chocolate or cup of 
tea at the Patio Cafe 

HAPPY GROW GARDEN CENTRE 

High Road,Thom wood Epping, Essex 

01992 575387 







Christmas Party bookings now being taken for December £12.95 4 Course Meri 


Christmas Day & Boxing Day 4 Course Meal £18.95 
New Year come and celebrate at The Kings Oak Hotel, 
^ 8pm tillat e, Entrance is £5 all night! 

SATURDAY & SUNDAY CARVERY 12.00 noon - 5.00pm 
tllCitl SOCIfIT Champagne enlry for Ihe firs! 50 ladies 

email your names io highsocieiydhoimail.com fo reserve iickeis 
Or call Dean: 07901 730 776 Paul: 07793 184 643 
Kings Oak Pub 020 8508 5000 

Friday 2 I si 1 Dec 9pm - Bam Tickets ElOinAdvance More on Door 

Kings Oak High Beech Loughion Plus Free e " r,y To The Pre Psfty 

Hosted bu CD AIT MEM PLU5 TOP WEST END DJ in the Kings Oak Bar From 8pm 
CKMIU IVCIL rADI C vni IMr.C uwihh Train Mpil 


Loughion Plus Free Ent,y To The Pre Psfty 

PLUS TOP WEST END DJ in Ihe Kings Oak Bar From 8pm 
CARLE YOUNDE With Craig Neil 


Tel: 020 8508 5000 Fax: 020 8508 2250 kingsoakhotel@btconnect.com 
www.kingsoakhighbeach.co.uk 

Paul’s Nursery Road, High Beach, Loughton, Essex IG10 4AE 
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WELCOME TO 
SCHOOLBAG 


This week, children were 
scrumming down for 
sporting fun at POTTER 
STREET PRIMARY; pupils 
at ST MARK'S got the 
low-down on how to be 
entrepreneurs; budding 
models at BURNT MILL 
were flaunting their stuff; 
and ROYDON PRIMARY 
SCHOOL got an insight 
into how the Star is 
produced. 

JIM TANFIELD 

Schoolbag reporter 


Graft and the glamour of mounting a fashion show 



BURNT MILL: Students 
flaunted their stuff when 
they took part in a fashion 
show at the First Avenue 
school. 

Budding models took to 
the catwalk wearing 
expensive eveningwear 
donated by various fashion 
houses throughout the 
county. 

The event was organised 
by textiles teacher Claire 
Kimber and the 
performing arts 
department to give Year 9- 
11 students a taste of what 
is involved in putting on 
and participating in such a 
big event. 

Assistant headteacher Paul 
Williams said: “As well as 
learning about how to put 
on an event, students also 
learnt about the textile 
side and the materials 
used to make the 
garments. It was very well 
received.” 

(photo: QN27BPVG/11) 



Freedom to choose 


Contact lens free trial 

You get a fantastic choice of Looks at Specsavers. For work, weekends or nights out, we 
can help you to make the right impression. Our fashionable frame styles mean you'll always 
look your best. And now our contact lens free trial gives you even more freedom to choose 
the right look for the right occasion. What's more, our latest contact lenses are highly 
comfortable and easy to use. So why not give them a try - right now it's free at Specsavers. 
Simply call in, telephone or book online at www.specsavers.co.uk to make an appointment. 


1 Eastgate, Harlow. Tel: 01279 410 888 


Subject to suitability. A current prescription will be necessary. If you've had a contact lens check recently you may still need an eye test - please ask 
for details of our charge. Cannot be used with any other offer. Excludes coloured lenses. One free trial per person; not exchangeable for cash. Offer ends 
29th December 2007. ©2001-2007 Specsavers Optical Group. All rights reserved. 



It's time to try and try again 



POTTER STREET 
PRIMARY: Future Catts, 
Lewseys, Wilkinsons and 
Corries tried their hands at the 
noble sport of tag rugby. 

The morning event at the 
Carter’s Mead school was spent 
with coaches who taught the 
basics and added a little of the 
history of the adult version of 
the game. 

The afternoon then became an 
all-school girls and boys 
tournament of tag rugby, a 
milder version of the game 
which minimises the risk of 
injury. 

A spokeswoman for the school 
said: “Fun was had by all 
despite the very cold weather 
and everyone enjoyed the game 
itself.” 

Pictured are, rear, left to right , 
Anika Sidika, Karis Bourne, 
Elbe Turner, William Fletcher, 
front, left to right , Lee Tyson, 
Daniel Caswell and Shane 
Hulbert. (photo: LFKXMPJN/01) 


Wise to the way of business 

ST MARK'S: Pupils from the 
Tripton Road school experienced 
life after education with enterprise 
workshops devised by Harlow 
Education Consortium to help 
them understand the business 
world. 

They were placed in groups at 
Harlow Study Centre and asked to 
design, make and market a 
product. 

A spokeswoman for the school 
said: “The students really get stuck 
in and enjoy the experience. We 
take students to it every year and 
they always leave on a real high 
with new ideas and fresh thinking.” 

Pictured are, left to right, Henry 
O’Connell, Simon Wright, Bonita 
Chung, Jodie Hunter and Amie 
Linden. (photo: ZQB9MLHW/04) 



Journey to the heart of the Star 


ROYDON PRIMARY SCHOOL: Year 6 
pupils were given a behind-the-scenes 
insight into what it takes to become a 
newspaper reporter when they were visited 
by Star news editor Louise Sassoon on 
Thursday. 

The hour-long talk took the class of 
budding journalists through the process of 
newspaper production from writing a story 


to print. 

To test their knowledge they also had the 
chance to compete for a prize in a quick-fire 
quiz and a competition to write a story. 
Teacher Claire Dennis said: “The children 
are really interested in newspapers and most 
of them are familiar with the Star, so it is 
interesting for them to know how this part of 
the media works.” 
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CALL OF THE WILD 

A young man shuns 
society with dire 
consequences 


cinema: page 30 


AN award-winning jazz pianist is 
making a welcome return to Old 
Harlow - and bringing some 
silent friends with him. 

Keith Nichols, who earlier this year 
won the BBC’s Jazz Heritage 
Award, is showing off his keyboard 
skills in classic ragtime, jazz, 
boogie-woogie and swing at the St 
John’s Arts and Recreation Centre, 
in Market Street, next Thursday. 

Not only will he be joined by drumming 
legend John Petters - often lauded as 
the finest jazz drummer in the country - 
but also Harlow bass virtuoso Keith 
Donald. 

In a twist to the proceedings, and in 
homage to his hero the great Fats 
Waller, Keith will improvise the music to 
some classic silent movies. 

Films featuring Laurel and Hardy, 

Charlie Chaplin, Harold Lloyd and 
Buster Keaton will all have Keith’s new 
backing tracks performed live and off- 
the-cuff. 

Mr Petters, who is producing the show, 
added: “Ragtime and jazz developed in 
parallel with the silent cinema and Keith 
is believed to be the only performer to 
regularly provide the musical backdrop 
for these classic comedy masterpieces.” 
He added: “Keith’s pedigree is obvious 
as he is not merely a superbly talented 
pianist, he was a child prodigy on the 
piano accordion, becoming Great 
Britain Junior Champion on the 
instrument in 1960. 

“He also plays trombone, soprano 
saxophone and vibraphone, as well as 
being a talented arranger.” 

In addition to performing at the world 
famous Carnegie Hall, Keith was invited 
in 1976 to record on crooner Bing 
Crosby’s last album Feels Good, Feels 
Right. 

The show starts at 8pm and tickets 
priced £10 are available from 0800 496 
0673. 



School visitor well versed in poetry 


IT was poetry and Motion when a 
special guest visited an Old Harlow 
school yesterday (Wednesday). 
Local hero and Poet Laureate 
Andrew Motion was at St Nicholas 
School to talk to students and give 
them a masterclass in writing 
verse. 

Mr Motion, who was born in 


nearby Hatfield Heath, first 
addressed the school during 
morning assembly, reading some 
poetry and talking about his life as 
the nation’s official poet. 

He then worked with the school’s 
senior pupils, helping them to 
understand stanza and 
composition a little better. 


A spokeswoman for the school 
said: “We feel very privileged and 
honoured by the visit and that the 
pupils had first-hand contact with 
the Poet Laureate. That doesn’t 
happen every day!” 

Mr Motion is pictured with head of 
English Gill Gould and Andre 
Linney. (photo: GB2ND2QM/05) 


Keith introduces jazz 
to the cinema silents 

JIM TANFIELD 


arts diary 


TRIBUTE: A tribute to 
one of the leading lights 
at Old Harlow’s Victoria 
Hall Theatre continues 
until Saturday. Johnny 
Wong, pictured right, 
died in a car accident in 
June and his friends are 
staging A Concert For 
Johnny to raise money 
to save the theatre for 
the community. Tickets 
cost £15 (£10 cones) 
from 07870 663480. 



EXHIBITION: Free seasonal exhibition Present 
Arts continues at Parndon Mill Gallery, off 
Elizabeth Way, until December 23. As well as 
being able to view beautiful works by local 
artists, visitors have the chance to buy them 
too. For more information, call (01279) 
426042. 


EXHIBITION: A free exhibition by group Art A 
Peel runs at St John’s Arts and Recreation 
Centre, in Market Street, Old Harlow, until 
December 7. 

MUSICAL: Bishop’s Stortford Musical Theatre 
Company’s Crazy For You runs at The 
Playhouse until Saturday. Tickets cost from 
£10 from (01279) 431945. The show starts 
7.30pm (2.30pm Saturday matinee). 

MUSICAL: The Downs Primary School is 
holding its tribute to Lionel Bart’s Oliver! at 
The Playhouse on Wednesday. The show 
starts at 7pm and tickets are £7.50 (£5 
cones). 



Harlow 


15TH QeCMM 2007- 

mmmnoot 

Call the Box Office on 01279 431945 
to book your seats. Get in early! 

www.playhouseharitmJCom/dickwhiUington 


The pantomime really is a celebration of everythin% 
that is good about tfarfow" harlow star 


Mouse? 



Has never sounded so good! 


17 FM plays the best mix 
the 80s, 90s and today 



o .£ © f. o o o 
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A journey to the wild 
extremes of isolation 




i&feqL 

'mm 




INTO THE WILD 

certificate: 15 
running time: 2h28m 

WIDE-open 
Alaska is the 
final 

destination 
for this 
true story, 
a change 
from the 
often 

claustrophobic 
worlds of director Sean 
Penn. 

The story of the self-named Alexander 
Supertramp’s meanderings through a wild 
America and the people he meets, as well as 
his loneliness and eventual death by 
starvation, have been thoughtfully re-enacted. 
Based on Jon Krakauer’s book of the same name, 
Penn has called upon his favourite themes of human 
interaction and the consequences of individuality for 
this road movie. 

Christopher McCandless (Emile Hirsch, who 
shed three stone to portray the wandering 
waif) is a bright lad and top of his degree 
class at university. 

His middle-class existence, however, fills 
him with ennui and he dreams of 
freedom, so he gives away $24,000 
savings, burns his credit cards and hits the 
road to head for the Alaskan wilderness. 

Once there, he hopes to become one with 
nature - similar to Grizzly Man's Timothy 
Treadwell, who went to Alaska to be at 
one with the bears only to end being in 
many pieces inside one. 

In the 20 months leading up to his 
arrival at the huge state, Christopher’s 
travels lead him on a path of self- 
discovery, to examine and appreciate 
the world around him and to reflect on 
and heal from his troubled childhood 
and parents’ sordid and abusive 
relationship. 

But when he reaches Alaska, he 4 
finds he has been insufficiently 1 / 

prepared for the hardships. 

Despite making it through the 
winter, his plan is ill-judged and he prepares to 
return home in the spring, only to find the stream he 
crossed in the snow has become an impassable raging 
torrent and that he is trapped in the wilderness. 

His longing for solitude kills him but, despite the tragic 
ending, Penn lets us ponder the positive thought that 
happiness is only real when it’s shared. 


MILES FROM 
NOWHERE: Emile 
Hirsch stars as lone¬ 
some traveller 
Christopher 
McCandless in INTO 
THE WILD (S) 



Fearful fungus 
and bad trips 


SHR00MS 

certificate: 18 
running time: 1h24m 


THE tale of teenagers getting lost in 
the woods is a sub-genre of its own 
since the brilliantly mesmerising The 
Blair Witch Project. 

To shake up the already overdone 
‘woodshock’ theme, rookie director 
Paddy Breathnack’s Irish teenagers go 
to the woods for magic mushrooms. 
Rather than being a psychedelic happy 
trip in which the trees start dancing 
like Nureyev and rainbows have 
smiling faces, the hallucinations - 
including one as a result of an 
accidental meal of a death cap 
toadstool - are more horrific. 

Abusive monks and the token wood¬ 
dwelling in-breds all play a part in 
driving a wedge between the group 
and reality. 

A la Cabin Fever, Wrong Turn and the 
rest, the quarry are picked off one-by- 
one in ever more grotesque and 
imaginative ways. 

The beauty of Blair Witch was in the 
terrifying and mysterious ending, 
something wanting here, and frankly 
not done well since the brilliant The 
Descent. 


Musical hopes 
to find a family 

AUGUST RUSH 

certificate: PG 
running time: 1h53m 


THE extraordinary skills of child actor 
Freddie Highmore are again to the 
fore as a musically prodigious 
boy seeking his 
folks. 

In this fairytale 
there exists an enigmatic musical 
bond between Evan (Highmore) and 
his parents so he goes to New York to 
have the music heard by the masses in 
the hope it will draw his parents. 


sound check with Chris Moss 


A WELCOME antidote to 
the tiresome geezer-bird 
posturing of Lily Allen et al, 
Rebecca Blackman takes 
her cues from the likes of 
Joni Mitchell, Eva Cassidy 
and Rufus Wainwright 
rather than boozy nights 
with celeb friends. 

Where her fragile, piano¬ 
laden songs recall the bleak 
beauty of Mitchell’s Blue , 
delicately plaintive vocals 
crystallise the whispering 
ghosts of forgotten folk 
heroines into something 
strangely modern, unique 
and enchanting. 

This is not to say she has 
both feet in a fading past - 
rather, her ethereal elegies 
have a timeless quality, 
coursing with an intuitive 


melancholy which 
resonates beyond of 
social barriers, age or 
life experience. 

She told Sound 
Check: “All of my 
songs come from 
real-life situations, 
either those affecting 
the people around 
me that I love, or myself, 
which is why I think people 
seem to be able to easily 
identify with them. It’s all 
about the songs, nothing 
else. If I can create 
something that makes 
someone happy, then I’m 
happy.” 

Rebecca’s debut album, In 
My Defence , is available to 
buy from 

www.cdbaby.com. 



gig guide 


TONIGHT 

CHEQUERS, Market Street, Old Harlow - Space 
Hoppers 

THE CROWN, Market Street, Old Harlow - Ash 
SQUARE, Fourth Avenue, Harlow - showcase gig 

FRIDAY 

THE CROWN, Market Street, Old Harlow - Mark 
Salmon 

HERALD, Broadley Road, Harlow - Fubar 
SQUARE, Fourth Avenue, Harlow - Random Hand; JB 
And The Gang; Billy Rebel 

SATURDAY 

SHARK, Hobtoe Road, Harlow - Fubar 
PURPLE EMPEROR, Momples Road, Harlow - X-Cert 
BURNT MILL SNOOKER & SOCIAL CLUB, Edinburgh 
Way, Harlow - Abba Girls 

SUNDAY 

HEMNALL SOCIAL CLUB, Hemnall Street, Epping - 
Darren Busby 

TUESDAY 
LION, Eastwick - blues jam 


CD reviews by Ben Wilkinson, Jim 


HEIMA/HVARF-HEIM 

Sigur Ros (album/DVD, EMI) 

Following a two-year hiatus, we are treated to this double 
whammy of an album of previously unreleased studio works 
and a film of the Icelandic band’s meanderings through their 
country’s dramatic landscapes. The film is full of ghost towns 
and that reserved yet brassy beauty of Iceland, while the 
album retains a wistful and classically melodic air. It is the 
falsetto and the acoustic on Samskeyti and Vaka which really 
steal the show. The whole concept is like a candle flickering 
to its death in a snowbound log cabin. A beautiful 
experience. 

BREAKIN’ UP 

Rilo Kiley (single, Warner Bros) 

The album from which this is taken, Under The Blacklight, is 
certainly worth investing in but unfortunately this slightly 
cheesy disco number doesn’t provide the best showcase for 
it. Its pure pop catchiness should go down well with radio 
stations, though. 
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also showing 


BEOWULF. The Anglo-Saxon 
legend is brought to life by 
Robert Zemeckis’ extraordinary 
computer-tweaked motion 
capture animation. The 3-D 
version, also showing at Harlow, 
should have popcorn flying all 
over the place as the 
eponymous hero warrior (Ray 
Winstone) battles the hideous 
monster Grendel, its mother 
and a dragon to save the 
peasants from spending their 
entire lives as lunch. 

AMERICAN GANGSTER. The 

team which brought us the 
awesome Gladiator - director 
Ridley Scott and Russell Crowe 
- now do the cops and robbers 
thing, with Crowe’s brow-beaten 
cop on the heels of Denzel 
Washington’s bad boy drug 
baron. 

STARDUST. A stellar cast help 
bring a confusing fairytale about 
a parallel world to life. A villager 
is in love with a high- 
maintenance girl who demands 
he cross through a portal to 
retrieve a fallen star. 

RATATOUILLE. Pixar strikes 
gold in this animation about a 
rat becoming the top chef in 
Paris after wowing a fearsome 
critic with his skills. 

SHREK THE THIRD. Hilarious 
animation in which the green 
ogre tries to find an alternative 
to himself taking the throne of 
the land of Far Far Away. 

THE SIMPSONS. Homer 
wreaks havoc on Springfield in 
the form of an environmental 
disaster and has to win back 
the love of his friends. 

HAPPY FEET. A penguin who 
can dance but can’t sing like his 
contemporaries brings food and 
environmental stability to his 
doubting colony. 

THE REMAINS OF THE DAY 

(The Playhouse). The subtle 
Merchant/Ivory classic about the 
restrained love between a staid 
butler (Anthony Hopkins) and a 
housekeeper (Emma 
Thompson). 


monday classic 


WAITRESS. An unlikely 
relationship forms when an 
unhappily married waitress 
decides to get some happy. 


Paul Newman reviews a selection of the latest releases on DVD 


Forward press with heart unfailing 


ZULU - SPECIAL COLLECTOR’S 
EDITION 

(Paramount Home Entertainment, PG, retail) 

Along with Agincourt, Waterloo, D-Day and 
countless others, the battle of Rorke’s Drift in 
which a British force of 139 men held off an 
onslaught by 4,000 Zulu warriors has become a key 
event in this country’s cultural identity - thanks in 
no small part to this rousing 1964 film. 

We do so love a ripping yarn of underdogs bucking 
the odds and, even though they were armed with 
rifles against short stabbing spears and animal hide 
shields, it’s hard to remain unmoved by the 
spectacle of a handful of plucky soldiers in their 
improbably bright red tunics almost overwhelmed 
in the heat and dust of an alien land but fighting on 
regardless. 

What elevates director/co-writer Cy Endfield’s Zulu 
isn’t just its apparent verisimilitude (minor changes 
to the facts were largely done for dramatic reasons, 
such as staging the major engagements in daylight 
so the audience can see them rather than at night, 
as happened in reality) but its pervasive 
ambivalence towards the virtues of war and 
colonialism. 

It’s a film which neither wallows in shallow notions 
of glory nor flinches from depictions of desperate 
brutality, one which responds to a scared soldier’s 
appeal of “Why is it us? Why us?” with, via the 
mouthpiece of the gruff Colour Sergeant, “Because 
we’re here, lad”, an almost daoist, pragmatic 
acceptance that the ordinary rank and file have 
been landed in such straits by powers back home 
beyond their influence or comprehension. 

Indeed, during the rather ramshackle first half of 
the film, it seems nobody’s really up for a fight - Lt 
John Chard (hard-as-nails Stanley Baker) is there to 
build a bridge, upper class twit Lt Gonville 
Bromhead (Michael Caine, in his break-through 
role) is more interested in bagging animal trophies 
and the largely Welsh body of troops would be 
much happier at choir practice. 

But when they pause to listen to a distant rumbling 
like a great locomotive thundering their way, the 
film squares its shoulders and plunges into one of 
cinema’s most relentless, exciting depictions of 
battle as wave after wave of Zulus crash down on 
the isolated supply post. 

Ultimately, it’s a film with no interest in tub- 
thumping ideals of patriotism, imperialism or any 
other kind of ’isms, preferring instead to rally 
around human spirits triumphing in the face of 
adversity - it’d take a heart of flint not to be stirred 
when the tiny force of exhausted defenders 
respond to the imminence of their deaths by 
breaking into a passionate rendition of Men Of 
Harlech. 

The acting is uniformly excellent, particularly Baker, 
Caine and Jack Hawkins as an alcoholic preacher, 
but it’s Nigel Green who steals the show with his 
perfectly nuanced and solidly credible performance 
as Colour Sgt Frank Bourne. 

The film comes with an informative commentary 
by film historian Sheldon Hall and Zulu second unit 
director Robert Porter, while a second disc features 



the documentary material The Music Of Zulu, Zulu: 
Remembering An Epic, The Making Of Zulu: Role 
Of Honour, The Making Of Zulu:... And Snappeth 
The Spear plus a trailer. 

Star rating: ★★★★ 

CHE GUEVERA AS YOU HAVE NEVER 
SEEN HIM BEFORE 

(Network, E, retail) 

Released as part of Network’s Cuban cinema series, 
Manuel Perez Paredes’ documentary on 
revolutionary icon Ernesto ‘Che’ Guevera is a long 
way from the hagiography you might expect to be 
produced by the country in which he remains a 
national hero. 

Opening with his capture and murder in Bolivia in 
1967 at the behest of the American government 
and its local stooges, this 2004 documentary goes 
back to his childhood to chart his progress to 
medical student, his growing political awareness 
via his famed motorcycle tour of South America 
with friend Alberto Granado, his first meeting with 
Fidel Castro and the key role he played in the 
subsequent revolution to put Cuba back into the 
hands of its own people. 

What’s particularly striking is the vast wealth of 
archive footage of Che and his men in action in the 
jungle, training in guerrilla camps and the 
revolutionary forces claiming ultimate victory, well 
integrated with readings from his journals and 
letters to his family as well as testimony from those 
who knew him, such as Castro and Granado. 
Paredes’ passion for his subject in no way obscures 


Che’s failures and shortcomings (his disastrous 
venture into the Congo in 1965, his disinclination to 
invest meaningful time with the two women he 
married and children he sired) and it’s this quality 
that allows the viewer to in some sense get under 
the skin of the legend and glimpse the real human 
being beneath. 

Additional features look at the events of October 
1967 when he was secretly assassinated and the 
global legacy of that iconic photo by Alberto Korda 
(taken, it turns out, by accident) which has graced 
millions of T-shirts and posters around the world. 

Star rating: ★★★★★ 


BLEACH - SERIES 1, PART 1 

(Manga Entertainment, 15, retail) 

Aimed more squarely at young teens than the likes 
of anime high points such as Akira, Appleseed or 
Ghost In The Shell, Bleach is a tolerable enough 
supernatural adventure series handicapped by 
goofy dialogue and disappointingly static 
animation. 

Teenager Ichigo is a typical kid who just happens to 
be able to see the souls of the dead - no big deal 
until he encounters female soul reaper Rukia and 
winds up being dragged into her line of work, 
which entails helping good souls go off to a better 
place and exorcising evil spirits. 

The clunky teen comedy sits oddly alongside the 
action and combat, but the poor quality of the 
production-line animation proves to be the major 
stumbling block to getting into this series. 

Star rating: ★★ 


★★★★★ unmissable ★★★★ very good ★★★ good ★★ fair ★ don't bother 


and Chris Moss 


YOU'RE NOT ALONE 

Saosin (single, EMI) 

More self-pity from ‘kick-ass’ American emo-types Saosin, this 
plaintive whimper is aimed at troubled teens with ludicrous 
hair to weep mascara tears to while their musical heroes 
laugh all the way to the bank. Lazily dressed up as a “suicide 
is bad” social message, it’s just your average emo tripe. 

TOKYO 

Athlete (single, Parlophone) 

This tribute to the Japanese capital sees the mild-mannered 
keyboard lovers adopt a groovier sound than usual. Much less 
staid than previous single Hurricane but just as catchy. 

GRANITE 

Pendulum (single, Warner) 

Australian drum ’n’ bass tricksters Pendulum continue their 
brazen shift into soaring house/electronica with bravado and 
nice swooshy synths, but at the cost of their raw edge. 


c/neworld 


£4.50, 

[Bargain 

Tuesday 


BISHOP'S ST0RTF0RD 

Anchor Street, Bishop's Stortford CM23 3BP 


24hr Booking and Film Info 

EmpireCinemas.co.uk 
08 714 714 714 

Friday 23rd Novemberto Thursday 29th November 


CINEWORLD - HARLOW 

QUEENSGATE CENTRE, EDINBURGH WAY 

FILM TIMES FRIDAY 23 NOVEMBER - 29 NOVEMBER 


American Gangster (18) 

Daily 13:45,17:00,20:15 

Beowulf (12A) 

Fri & Mon - Thurs 14:45,17:45, 
20:30 

Sat & Sun 12:00,14:45,17:45, 
20:30 

August Rush (PG) 

Fri & Mon-Thurs 14:15,17:30, 
20:00 

Sat & Sun 11:45,14:15,17:30, 
20:00 


Good Luck Chuck (15) 

Fri 6 Mon-Thurs 16:00, 20:45 
Sat & Sun 11:30,16:00,20:45 

Elizabeth: 

The Golden Age (12A) 

Daily 13:40,18:15 

Death At A Funeral (15) 

Daily 20:50 

Ratatouille (U) 

Fri 6 Mon-Thurs 13:30,15:50, 
18:30 

Sat & Sun 11:00,13:30,15:50, 
18:30 


Stardust(PG) 

Fri a Mon-Thurs 14:2517:15, 
19:50 

Sat a Sun 11:20,14:25,17:15, 
19:50 

empire jnrs 

All tickets £1 

Elf (PG) 

Sat 6 Sun 10:30 


now showing 

AUGUST RUSH PG 

12.50, 3.25, 6.00, 8.45pm 

SHROOMS 18 

7.30, 9.40pm 

AMERICAN GANGSTER 18 

1.00,4.30, 8.00pm 

BEOWULF 12A 

Contains moderate violence and sex 
references 35mm film not in 3D 

(12.00 SAT & SUN only), 2.45, 

5.30, 8.15pm 

BEOWULF: DIGITAL 3D 12A 

3-D DIGITAL PRESENTATION 
12.45, 3.30, 6.15, 9.00pm 

INTO THE WILD 15 

8.30pm 


RATATOUILLE U Includes Pixar 
short film ‘Lifted’ 

(11.15am SAT & SUN only), (2.00 
except MON), 4.40pm 

STARDUST PG 

(11,30am SAT & SUN only), 2.30, 
5.35pm 

movies for juniors 
(£ 1 ) 

fun & games and a movie 

HAPPY FEET U 

THE SIMPSONS MOVIE PG 

SHREK THE THIRD U 

all on SAT at 10.00am 

monday classic 

WAITRESS 12A 

Contains adultery and domestic abuse 
themes and one use of strong language 

1.30pm MON only 


Book 0871 200 2000 Info www.cineworld.co.uk 

Booking fees apply. Programme times subject to change. 
(S) Subtitles (AD) Audio description 
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CO 

CD 


CD 

O 

CD 


7 

PM 


8 

PM 


9 

PM 


10 

PM 


11 

PM 


BBC1 


BBC 2 


ITV1 


CHANNEL 4 


FIVE 



The Armstrong & Miller Show - 
Brabbins and Fyffe sing a song 

6.00 Breakfast 89708930 9.15 To Buy Or Not To 
Buy (R) 2143810 10.00 Homes Under The 
Hammer; BBC News; Weather 24410 11.00 Open 
House 6781 11.30 Bargain Hunt; BBC News; 
Weather 1924472 12.15 Cash In The Attic (R) 
8015236 1.00 BBC News; Weather 15762 1.30 
Regional News; Weather 31804830 1.40 
Neighbours 90545526 2.05 Doctors 70730976 

2.35 Diagnosis Murder (R) 7651033 3.20 BBC 
News; Weather; Regional News 6671287 3.25 
CBBC: Pitt & Kantrop (R) 9564217 3.45 The Secret 
Show (R) 9770217 4.00 Animalia; (R) Thumb 
Wrestling Federation: TWF (R) 878 4.30 The Basil 
Brush Show 762 5.00 Trapped 7335007 5.25 
Newsround 6399472 5.35 Neighbours. (R) 

577830 6.00 BBC News; Weather 255 6.30 South 
East Today; Weather 507 

7.00 The ONE Show Live topical show, in 
which reporters including Dan Snow 
and Dominic Littlewood uncover the 
UK's most fascinating stories. 8168 

7.30 A Question Of Sport. Everton manager 
David Moyes, rugby league star Robbie 
Paul and Australian rugby union 
international Matt Burke guest. 491 

8.00 EastEnders. Ian makes a discovery and 
considers going to the police. 4588 

8.30 The Green Green Grass. Marlene is 
distraught when Tyler and Earl the dog 
go missing, so Boycie, Bryan and Jed 
form a search party to track them 
down. John Challis and Sue 
Holderness star. 6323 

9.00 Have I Got News For You. Alex James 
and Jimmy Carr join guest host Ann 
Widdecombe on the satirical current 
affairs guiz. 3217 

9.30 The Armstrong & Miller Show. A 

surprisingly intelligent window cleaner 
gives his views on the Middle East 
guestion. 19708 

10.00 BBC News 430762 

10.25 Regional News; Weather 509526 

10.35 Friday Night With Jonathan Ross. 

Daniel Craig talks about his role as 
James Bond and forthcoming fantasy 
film The Golden Compass, and 
comedian Jack Dee discusses the 
second series of Lead Balloon. 320439 



Ql - Mind-boggling comedy quiz 
show, presented by Stephen Fry 

6.00 CBeebies 90588 7.00 CBBC 13548 8.30 
CBeebies 85410 9.00 Me Too! 7769007 9.20 
Pingu (R) 5584236 9.30 Jakers! (R) 4862101 9.55 
Mr Tumble 8773946 10.00 Pinky Dinky Doo 
2495507 10.15 Numberjacks (R) 2478830 10.30 
Schools 3914946 10.50 BBC Primary History 
3927410 11.10 Maths Channel 7034588 11.20 
Maths Channel 7058168 11.30 What? Where? 
When? Why? 1320052 11.45 Something Special 
1325507 12.00 The Daily Politics 96526 12.30 
Working Lunch 69675 1.30 Hands On Nature (R) 
19965 2.00 Animal Park (R) 3026878 2.45 
Escape To The Country (R) 504168 3.45 Flog 
It! 6448120 4.30 Food Poker 1445878 5.15 
Weakest Link. Quiz show. 7509675 6.00 
Eggheads 897 6.30 Strictly Come Dancing - 
It Takes Two 149 

7.00 Last Orders For Guinness? Max Flint 
investigates the reasons behind the 
Guinness brand's declining UK sales, 
9410 

7.30 Edwardians In Colour: The Wonderful 
World Of Albert Kahn. The journey of the 
French financier and his photographers 
across western Europe. 753 

8.00 A Passion For Plants. The final 

preparations are made for the new 
glasshouse at Wisley, Surrey. 5830 

8.30 Gardeners' World Special. Joe Swift 
reports on the developers who are 
grabbing back gardens and building an 
estimated 20,000 new homes each 
year. (R) 4965 

9.00 The Tudors. An envoy from the Papal 
States arrives to discuss the 
annulment of Henry's marriage to 
Catherine of Aragon. The outcome of 
the talks will determine Cardinal 
Wolsey's future and influence the 
nature of the relationship between 
England and Rome. 2217 

10.00 Ql. Mind-boggling comedy guiz show in 
which Stephen Fry guizzes Alan 
Davies, Sean Lock, Phill Jupitus and 
Charlie Higson for more interesting 
answers on subjects beginning with 
the letter E, including England. 97255 

10.30 Newsnight 73675 


11.35 Film: Copycat (1995). Thriller, starring 

11.00 Newsnight Review; Weather 721439 

11.05 Numb3rs. A father is killed during a 

11.05 

Sigourney Weaver. 409781 

11.35 Later With Jools Holland 880656 

home invasion. 721304 


1.30 Film: Halloween 4: The Return Of 

12.35 Blast 2259434 

12.00 Grand Slam Of Darts. Highlights of the 

12.10 

Michael Myers (1988). The unstoppable 

12.40 Film: The Revengers' Comedies (1998). 

quarter-finals. 97724 

1.10 

killer escapes to stalk the streets of 

Two suicidal people meet on a bridge, 

1.00 Make Your Play. Interactive game 


his home town once more, this time 

intent on jumping off - but instead 

show. 15589502 

2.10 

searching for his vulnerable niece. 

decide to trade grievances and exact 

4.15 Karen Sisco. Karen tangles with a con 


Gory horror sequel, starring Donald 

revenge on each other's behalf. 

artist who preys on wealthy women, 

2.40 

Pleasence; Weatherview 62908 

Intelligent black comedy, starring 

and a former Mob accountant decides 

3.05 

3.00 Sign Zone: Top Gear. The team face a 

Sam Neill. 9668250 

to leave the witness protection 

3.35 

challenge in Botswana. (R) 41415 

2.05 Star Trek: The Next Generation (R) 

programme. (R) 6618434 

4.30 

4.00 Sign Zone: Take On The Takeaway 

1569163 

5.00 ITV Nightscreen. Behind the scenes of 


(R) 50892 

2.50 Star Trek: The Next Generation 9635298 

ITV programmes. 73144 

5.25 

4.30 BBC News 24 94095 

3.35 BBC News 24 2897144 

5.30 ITV Morning News 87724 




Coronation Street - David gets 
hold of Jason’s mobile phone 

6.00 GMTV. 6.00 GMTV Newshour. 7.00 GMTV 
Today. 8.35 Entertainment Today. 7288897 9.25 
The Jeremy Kyle Show. Guests air their 
differences over family and relationship 
issues. 1922255 10.30 This Morning. Cookery 
ideas with Antony Worrall Thompson. 99830 

12.30 Loose Women. Actress Lisa Maxwell, 
better known as Dl Samantha Nixon of ITV's 
The Bill, also drops in. 56101 1.30 ITV 
Lunchtime News 50061 2.00 60 Minute 
Makeover. The team spruce up a detective's 
house in Holmes Chapel. 75656 3.00 
Rosemary Shrager's School For Cooks 3694 
3.59 London Weather 8869588 4.00 Midsomer 
Murders (R) 2101 5.00 Chris Tarrant's Great 
Pretender 2507 6.00 London Tonight; Weather 
323 6.30 ITV Evening News; Weather 675 

7.00 Emmerdale. Gray's concern for his 
mother upsets Perdy so she seeks 
solace in the arms of Matthew. 3236 

7.30 Coronation Street. David gets hold of 
Jason's mobile phone and spots a 
chance to stir things up. Meanwhile, 

Fiz keeps tabs on John, who arranges 
to meet Rosie. 859 

8.00 Goodbye Cod And Chips?: Tonight. 

Morland Sanders investigates reports 
that, despite repeated calls from 
scientists for a ban on cod fishing in the 
North Sea, Britain's favourite fish might 
be making a comeback. 9656 

8.30 All New Airline. Computer failure 
brings chaos to Luton airport. 1491 

9.00 I'm A Celebrity Get Me Out Of Here! 

The ordeal in the Australian jungle 
continues as the famous faces 
struggle to complete the tough daily 
tasks and dreaded Bushtucker Trials 
and one unlucky celebrity prepares to 
leave following the viewers' vote. Ant 
and Dec present. 9014 

10.30 ITV News; Weather 389217 



Ugly Betty - Victoria Beckham 
guest stars in the comedy drama 

6.10 The Hoobs (R) 7377014 6.35 The Hoobs 
(R) 5386255 7.00 Freshly Sgueezed 65471 7.30 
Everybody Loves Raymond (R) 28236 8.00 Just 
Shoot Me (R) 88507 8.30 Frasier (R) 87878 9.00 
Frasier (R) 61830 9.30 Gay To Z; (R) I've Got 
This Friend (R) 97586 10.00 Mum's Gone Gay (R) 
3026410 10.35 How To Dump Your Mates (R) 
3471675 11.00 Sex, Lies And Soaps; (R) I've Got 
This Friend (R) 9491 11.30 Teen Taboos; (R) I've 
Got This Friend (R) 3520 12.00 News At Noon 

81694 12.30 Room For Improvement (R) 

3458878 1.05 In Your Dreams (R) 21386502 1.20 
Film: Halls Of Montezuma (1950). Wartime 
adventure, with Richard Widmark. 53183675 
3.25 Countdown 9888033 4.15 Deal Or No Deal 
3572101 5.00 The Paul O'Grady Show 4209 6.00 
The Simpsons (R) 965 6.30 Hollyoaks 217 

7.00 Channel 4 News 939548 

7.35 First Cut: In Search Of Mr Average. 

Film-maker Tim Wardle sets off on a 
guest to find the most statistically 
average person in Britain. He scours 
the land for someone who believes in 
God, hates Brussels sprouts, has 14 
friends, among other things. 880217 

8.00 A Place In The Sun: Home Or Away. 

Jonnie Irwin and Jasmine Harman find 
a holiday home for a Hertfordshire 
couple. Given a budget of £200,000, 
the choice comes down to a property 
on the coast of north Norfolk or a 
house in Salzburg, the city they got 
engaged in. 7149 

9.00 Ugly Betty. Wilhelmina is all set for the 
wedding, but realises her maid of 
honour is stealing her thunder, while 
Betty is racked with guilt about keeping 
the bride's affair with her bodyguard 
from Daniel. Meanwhile, Ignacio 
prepares to become a US citizen. 
Victoria Beckham guest stars. 7385 

10.00 My Name Is Earl. Joy makes another 
irrational decision as the trial draws 
closer, while Earl goes to work at an 
appliance store. 82323 

10.30 Comedy Showcase: Kevin Bishop. Fast- 
paced sketch show from Kevin Bishop 
and Lee Hupfield, the team behind 
Star Stories. 387859 


by the comedian. (R) 848255 

4Music: Transmission. 1422415 
4Music: Gorillaz: Live In Manchester 

(R)7360927 

4Music: 4Play: Athlete. Profile of the 
south London rock group. (R) 3363811 


(R) 8246163 

Countdown. E 

(R) 3850057 
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Nick Baker’s Weird Creatures - 
Searching for the mimic octopus 

6.00 Milkshake! (R) 3813254 9.00 The Wright 
Stuff. Carol Thatcher and Al Murray join 
Matthew Wright and the panel as they share 
their views on the day's issues with a studio 
audience. 7422439 10.30 Trisha Goddard. 

People with intense phobias discuss how their 
problems affect their lives. 6849304 11.30 Five 
News 2761491 12.00 Home And Away (R) 

4720946 12.30 Cooking The Books (R) 2866743 
1.00 Zoo Days (R) 4651656 1.30 Russell Grant's 
Postcards (R) 19894061 1.45 Film: Walter And 
Henry (2001). 71827830 3.30 Five News Update 
90863439 3.40 Film: The Legend Of Sleepy 
Hollow (1999). 7951168 5.30 Five News; Weather 
6683156 6.00 Home And Away. Brad and Sally's 
wedding day arrives. 9833679 6.30 Cooking 
The Books 9633471 

7.00 Five News 9358946 

7.30 Will Work For Nuts. The team devise 
various methods of taking 
photographs of blue tits. Lloyd Buck 
attempts to prove his captive golden 
eagle can tell when a person is lying 
and two peregrine falcons are taken 
base-jumping. 3233435 

8.00 Nick Baker's Weird Creatures. 

Naturalist Nick Baker travels to the 
Indonesian island of Sulawesi in search 
of the mimic octopus, a chameleonic 
creature allegedly capable of changing 
shape to camouflage itself. On his first 
dive into the sea he encounters a 
variety of other life-forms. 3104014 

9.00 NCIS. Gibbs and the team investigate 
the baffling case of a Navy Seal who 
apparently committed suicide by the 
bizarre expedient of slashing his rope 
while descending from a helicopter. 
Last in series. (R) 3124878 


10.00 Law & Order. Briscoe and Green 

investigate the attempted murder of a 
tough judge, but when the culprit is 
found Carmichael and McCoy have a 
difficult time building a case. Award¬ 
winning police drama, starring Jerry 
Orbach, Sam Waterston and Jesse L 
Martin. (R) 3127965 

11.00 Angelo's. Maria dreams of stardom 
after being given the chance to 
audition on the X Factor, but an 
encounter with a failed entrant leaves 
her jaded.2752743 

11.30 Valley Of The Sex Dolls. Featuring the 
Guinness Book of Records' 'most 
downloaded woman', and a couple 
who became stars by having sex 
online. (R) 5626743 
12.00 Quiz Call. 21910453 
5.10 Nick's Quest. (R) 24280182 
5.35 Nick's Quest. Guyana's giant otters. (R) 
55640366 


SATELLITE AND FREEVIEW 


SKY ONE 

6.00 Cruise With Stelios 6.30 Lion Man 7.00 
Malcolm In The Middle 7.30 Are You 
Smarter Than A 10 Year Old? 8.30 Malcolm 
In The Middle 9.00 Star Trek: Voyager 12.00 
Are You Smarter Than A 10 Year Old? 1.00 
Cruise With Stelios 1.30 Lion Man 2.00 
Bones 3.00 Stargate SG-1 5.00 Are You 
Smarter Than A 10 Year Old? 6.00 Futurama 
6.30 Simpsons 8.00 Are You Smarter Than 
A 10 Year Old? 9.00 Project Runway 10.00 
Film: The Usual Suspects (1995). Acclaimed 
thriller. Gabriel Byrne stars. 12.00 Star Trek: 
Voyager 3.30 Mile High 4.20 Relic Hunter 
5.10 Guilty! 

BBC3 

7.00 Doctor Who 7.45 Doctor Who 
Confidential 8.00 Dog Borstal 9.00 
Torchwood 9.50 Torchwood Declassified 
10.00 EastEnders 10.30 Tittybangbang 
11.00 Two Pints Of Lager And A Packet 
Of Crisps 11.30 Two Pints Of Lager And 
A Packet Of Crisps 12.00 Family Guy 

12.25 Family Guy 12.45 The Mighty Boosh 
1.15 Dog Borstal 2.10 Two Pints Of Lager 
And A Packet Of Crisps 2.40 Two Pints Of 
Lager And A Packet Of Crisps 3.10 
Tittybangbang 3.35 The Mighty Boosh 4.05 
Torchwood 4.55 Close 


BBC4 

7.00 World News Today; Weather 7.30 
Watching The Russians 8.30 Cambridge Folk 
Festival 2007 9.00 Brasil, Brasil 10.00 Doctors 
To Be 10.30 Ql 11.00 Charlie Brooker’s 
Screenwipe 11.35 Batman 12.00 Batman 

12.25 Flight Of The Conchords 12.50 The 
History Of The World Backwards 1.20 Brasil, 
Brasil 2.20 Watching The Russians 3.20 
Cambridge Folk Festival 2007 3.55 Close 
ITV2 

9.25 Coronation Street 9.55 Emmerdale 

10.25 The Montel Williams Show 11.10 
Judge Judy 12.30 Coronation Street 1.00 
Emmerdale 1.30 The Jeremy Kyle Show 
2.35 3.40 Ricki Lake 4.25 Sally Jessy 
Raphael 5.10 Airline 5.35 Judge Judy 6.50 
The X Factor 9.00 Katie & Peter: Unleashed 
10.00 Katy Brand’s Big Ass Show 10.30 I’m 
A Celebrity Get Me Out Of Here Now! 11.30 
Katie & Peter: Unleashed 12.30 Coronation 
Street 1.00 Streetmate 2.00 Teleshopping 
5.00 ITV2 Nightscreen 

ITV3 

6.00 Cagney And Lacey 6.50 Heartbeat 7.50 
Ironside 8.50 The Bill 9.50 The Rockford Files 

10.50 Due South 11.50 Cagney And Lacey 

12.50 Richard The Lionheart 1.55 Heartbeat 
2.55 The Rockford Files 3.55 Due South 4.55 



Only Fools and Horses, 
UKTV Gold, 11.05pm 


Great Garden Detectives 5.55 Heartbeat 7.00 
Rising Damp 8.00 Pie In The Sky 9.00 
Taggart 11.50 Tales Of The Unexpected 
12.20 Tales Of The Unexpected 12.55 The 
Jasper Carrott Show 1.25 Taggart 3.50 Film 
File 4.00 Teleshopping 
ITV4 

5.45 Grand Slam Of Darts. 10.30 Film: 

Siege (1998). 12.45 Video Justice 1.15 
Video Justice 1.45 Starved 2.15 Starved 

2.45 Millennium 3.45 ITV4 Nightscreen 4.00 
Teleshopping 


E4 

6.00 Anything Goes 8.00 Anthony Hopkins 
And Ray Winstone 9.00 Nothing But Too Hot 
To Handle 10.00 Like Girls Aloud? You’ll 
Love This 11.00 Fresh Films 11.50 Scrubs 

12.45 Desperate Housewives 1.35 The OC 

3.25 Shipwrecked 2007: Battle Of The 
Islands 4.25 Hollyoaks 5.00 Friends 6.00 
Scrubs 7.00 Hollyoaks 7.30 The War At 
Home 8.00 Friends 9.00 Brat Camp: Mums 
And Daughters 10.00 Film: Romy And 
Michele’s High School Reunion (1997). 
Comedy, starring Lisa Kudrow. 11.45 Scrubs 
12.15 Scrubs 12.45 The OC 1.40 The OC 
2.30 Desperate Housewives 3.15 The War 
At Home 3.35 Shipwrecked 2007: Battle Of 
The Islands 4.35 Switched 
MORE4 

9.00 Deal Or No Deal 9.45 It’s Me Or The 
Dog 10.10 It’s Me Or The Dog 10.45 A Place 
In The Sun 11.15 Film: Arizona Raiders 
(1965). 1.00 3 Minute Wonder 1.10 Deal Or 
No Deal 2.00 ER 3.00 Hill Street Blues 4.00 
Location, Location, Location 5.05 Selling 
Houses 5.35 Selling Houses 6.05 Deal Or 
No Deal 7.00 Grand Designs 8.00 More4 
News 8.30 The View From River Cottage 
9.00 Without A Trace 10.00 ER 11.00 ER 
12.00 The Sopranos 1.10 TV Heaven, Telly 


Hell 1.40 The View From River Cottage 
2.10 Countdown 2.55 Close 
UKTV GOLD 

6.00 Neighbours 6.30 EastEnders. A face 
from the past returns to haunt Jake and 
Danny. 7.05 As Time Goes By. Lionel looks 
forward to peaceful weekends in the country 
minus the unwelcome presence of ’the gang’ 
- but the locals have different reactions. 7.40 
2point4 Children 8.20 EastEnders 9.00 The 
Bill 10.00 The Bill 11.00 Last Of The 
Summer Wine 11.40 Sorry! 12.20 The Good 
Life 1.00 Keeping Up Appearances 1.40 My 
Family 2.20 Only Fools And Horses 3.00 
Porridge 3.40 My Family 4.20 Keeping Up 
Appearances 5.00 New Tricks 6.00 Doctor 
Who 7.20 The Vicar Of Dibley 8.00 Dancing 
With The Stars 9.20 Dancing With The Stars 
10.20 EuroMillions: Boom Bang A Bang 

10.25 The Vicar Of Dibley 11.05 Only Fools 
And Horses 11.45 Film: Good Morning, 
Vietnam (1987). Robin Williams stars as a 
fast-talking US Army disc jockey whose 
irreverent broadcasts enrage the military top 
brass in Sixties Saigon. Top-notch comic 
drama, with Forest Whitaker. 2.05 Wogan: 
Now And Then 3.00 The Afternoon Play 3.55 
Wogan: Now And Then 4.45 Wogan: Now 
And Then 5.35 Neighbours 
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lYour'stars with 


LlPatrick Arundel I 

Mguiae younhrough the week ahead 


Aries Mar 21-Apr 20 

Certain issues and 

situations in your 
life seem certain to be 
clarified this week. You 
have spent a lot of time 
thinking recently, but now 
the discussions can begin 
apace. And legal matters 
and contracts can be an 
area ripe within this 
process. Also expect the 
more independent side of 
your nature to surface. 
This can give you 
wanderlust. Call to hear 
more on a sensational 
astral week. 


Libra Sept 24-Oct 23 

Never ever will 
words take on such 
rich importance, as they 
will now. You’ll need to 
carefully measure what 
you say and write. Your 
word can be your bond, it 
can see you strike deals, 
amuse and if you’re 
writing an important letter, 
email or document, they 
can have a bearing on 
your future. Yet if anyone 
can take advantage of 
this, it will be you. Call to 
hear why one short trip 
can be special. 



TaurusApr 21-May 21 

Things can get very 
intense and if you 
are a passionate kind of 
Bull this may suit you 
down to the ground. You 
can also find yourself 
wanting to take on some 
kind of challenge. It’s as if 
by coming up against 
powerful people, or 
testing situations, you can 
find out about yourself 
and your qualities. Your 
long-term finances can 
also be transformed. Call 
to hear how love can 
absolutely sizzle. 


Gemini May 22-Jun 21 
This can be the 
most important 
week of the year for 
relationships. Competitive 
activities and work can 
also come under the 
spotlight. But your 
diplomatic skills and 
talent for meeting people 
in the middle can be 
accentuated. If you meet 
someone new now, it can 
change your whole life. 
For other ties, it can be 
make or break. Call me to 
hear why Sagittarians are 
fated for you. 


PM Scorpio Oct 24-Nov 22 

IHI Hard work is 
MM 9/1 Oths of good 
fortune and the best 
advice is to work as hard 
as you can. The reason is 
that traditional luck planet 
Jupiter moves alongside 
one of the two planets 
that influences your sign, 
Pluto. Your perception 
and confidence can also 
see you do well but both 
occupy your sector of 
resources. A time to 
speculate to accumulate. 
Call to hear how love can 
become so very sultry. 


Sagittarius Nov 23-Dec 21 
Your business 
acumen can shine 
brightly. In a personal 
context this can see you 
snaffle an improved 
utilities deal, while at work 
your attention to detail, 
drive and ability to push 
forwards your own ideas 
rather than follows those 
of others, can see you 
shine. Most of all, you can 
have more energy than 
for many a week. Don’t be 
timid now Archer. Call to 
hear why a new start is 
your destiny. 





PH Cancer Jun 22-Jul 23 
M You can feel really 
■Mi energised and can 
throw yourself into tasks 
with relish. However, it will 
be important to keep an 
eye on the big picture as 
there could be a tendency 
to get almost too 
preoccupied by minor 
details. This can be a very 
busy time of the year but 
you can keep finding the 
reserves to keep going. A 
new job or grade are 
possible. Call me for 
health and fitness 
insights. 


Leo Jul 24-Aug 23 

Your passion and 
enthusiasm for life 
will be plain to see. If 
you’re out at a seasonal 
get-together, there’s every 
chance you’ll have a 
super time and be the life 
and soul of the party. But 
your children or 
grandchildren can also 
provide heart-warming 
moments. Creativity is 
going to be high and that 
can make you inventive 
and go-getting Leo. Call 
to hear how you can 
radiate out such a special 
vibe. 


PH Capricorn Dec 22-Jan 20 
h||I Saturn keeps your 
MM feet on the ground 
it also gives you a great 
deal of common sense. If 
you need to find a 
solution - especially 
around a partnership - 
being more open is the 
key. However, you will 
need to keep your wits 
about you because not 
everyone is going to have 
your best interests at 
heartf. Call to hear why a 
kindness can attract such 
goodness. 


■PM Aquarius Jan 21-Feb 19 
Mj You can be 
MM individualistic, but 
you also have a gift for 
co-operating with others. 
No-one can pull this off 
quite as well as you - it 
really is a knack. Both 
these sides of your nature 
can come out and both 
can see you flourish. But 
you’ll be at you happiest 
doing something you 
believe in. Don’t 
compromise yourself too 
much. Aim high and be 
brave. Call to hear about 
one key aspiration. 



Pisces Feb 20-Mar 20 
Mercury moves to the 
top of your scope, 
of within the family can This can trigger training 
now become a reality. This courses and the chance to 
could be a domestic learn new skills. This makes 

reorganisation, or even for a total of four planets in 
starting a small business, this sector, so a change of 
Feeling comfortable in status is a very real 
your immediate environs possibility Pisces. If you want 
has rarely been so more recognition this can 

important. Think of ways also unfold. Some Fish are 
of how you can enhance set to take on even more 
the ambience and also responsibilities and assume 
practical security. Call me more clout. Call me if you 
if you feel unsettled . hanker for a promotion. 

FOR MORE ON YOUR STAR SIGN CALL 

0904 020 0025 


Discover what's in store for you! TAROT 1-2-1 PERSONAL READINGS. 

Call to speak to a psychic! 

0906 1 11 9861 

0904 Calls cost 60p/min, 0906 calls cost £1.50 p/mon from a BT Landline. Other 
networks will vary. Please obtain the permission of the bill payer before calling. If 
you experience any problems using this service please contact the service 
provider: J Media UK Ltd, P0 Box 56394, London SE1 0WT. 


Virgo Aug 24-Sept 23 

Something you 

I ha\/o hoon talUnn 


THE 

CHEQUERS 

DISCO EVERY FRIDAY 
STARTS 23 NOVEMBER 
9-1 lpm 

In-house DJ 


LIVE BAND - ENGLISH ROGUES 
Saturday 8th December 


+ 


RICKY ‘HIT MAN’ HATTON 
Fight being shown 
VIP tickets only 
Please call in or drop in for details 




Give us a call for our Xmas details 
Tickets on sale from 1 st December 
Commonside Rd, Harlow, CM 18 7EZ 

Tel: 01279 428691 


SELF ASSESSMENT 


East End Farm 

Free Range Poultry 
Turkeys, Chickens 
Geese and Eggs 



ORDER NOW 
FOR CHRISTMAS 

Available from our farm 
and local shops 

01279 793125 

or email 

charles@eastendfarm.fsnet.co.uk 


★★★★★★★★★★★★ 

X FUNCTION J 

* ROOM >1 
X FOR HIRE X 

+ Seven days a week ^ 

* LICENSED TILL 1AM * 

At (Drinks served till 1am) if 
^ Fully air conditioned ^ 
^ Weddings, Birthdays, ^ 
J Engagements etc. T 

* TELEPHONE FOR J 

* FURTHER DETAILS * 

* OLIVER’S BAR * 

*AB0VE STOW SNOOKER CLUB* 

* HARLOW 01279 866266 * 

********** ++ 

Reader Travel Service 

Portmeirion 

& Welsh Mountain 
Steam Rail 


HAS THAT DREADED FORM HITTHE 
DOORMATYET? 

GET HELP NOW 

Ring C Dennis & Company 

For all Accountancy and Tax matters including VAT, 
PAYE, Accounts for Sole Traders, Partnerships and 
Limited Companies and dealing with all investigations. 
Established 39 years. 

01279 416814 

FIRST CONSULTATION FREE OF CHARGE 


3 nights departing Apr, 
May, Jul, Sept 
& Oct '08 from £J#9 

TO BOOK, OR FOR A BROCHURE 
ON THE ABOVE HOLIDAY CALL: 

0845 226 9725 

Quoting Advert Code HEM. 

All calls charged at local rate. 
Or email stating required brochure to 
hem@newmarket-group.co.uk 
Newmarket Promotions Ltd. 
ABTA V787X. 


EPPING 

SPIRITUALISTS 

CHURCH 

Thornwood Village Hall 
Weald Hall Lane, Epping 

AN EVENING OF 
CLAIRVOYANCE 

with 

LES 

FULLER 

Friday, Nov 30th 

8.00pm 

Admission £4 
Every Tuesday 
Healing 1.00 to 2.20pm 

SERVICE/CLAIRVOYANCE 
2.45 - 4pm 

Affiliated to Spiritual Pathway 
Healing Association 

(Reg No. 284561) 


Jt CHRISTMAS « 
‘ BAZAAR ' 


9 

t 

f 


St Stephen’s Church 
Bush Fair 

Saturday 24th 
November 
at 12 noon 

Admission: 30p for adults 


if 


4^ 4^ 4*- 4^ 4,fc 4*- 4*. 4,6- 4> 4,6- 4^ 4,6- 


Fawbert and f 

Barnard School « 

London Road, ii 

Old Harlow 

CHRISTMAS 
BAZAAR \ 

Sat 24th Nov J 

12pm-3pm g 

Meet Santa and his 4* 

REAL REINDEER J 

Children’s craft, games, ® 

fantastic raffle, ^ 

refreshments and A- 

much more. 

HAVE XMAS FUN 
SUPPORT THE SCHOOL 
Charity Number: 1024775 

4,6- 4,6- 46- 4,6- 46- 4,6- 46- 4,6- 4,6- 4,St 4,6:46- 4,6- 46- 4,6- 
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jj Come and see P 
IT Father Christmas IT 
V Charity No. 234092 jf 


i 

j 

I 


BAZAAR 

Saturday 1st 
December 

10.30am - 3pm 
Catholic Church Hall, 
Epping 

In aid of Church 
Funds 

Admission 30p 
Accompanied 
children free 
Come and 
Father Christmas 
Charity No. 234092 


★★★★★★★★★★★★★★★★ 

* ANN SUMMERS * 

* START THE NEW YEAR WITH LOTS OF CHEER. 

^ Book your January 2008 Party. ^ 
K Lots of games, fun and raffle. K 

A Hostess discount and gifts. A 

* Call Brenda on 01279 310226 ★ 

★★★★★★★★★★★★★★★★ 


HARLOW TOWN FOOTBALL CLUB 


FUNCTION ROOM 
FOR HIRE 

Seven days a week, 
Licensed till 1am - full air 
conditioning - Christmas 
Parties, Weddings, 
Engagements, Birthdays, 
etc. - Call for details. 


COMEDY CLUB 

Friday 30th November 

7pm - late 
£15 per ticket 

ELVIS NIGHT 

Thursday 6th December 

8pm - late 

£10 per ticket including 
basket meal 


Ticket hotline 01279 445319 
Barrows Farm Stadium, Off Elizabeth Way, 
The Pinnacles, Harlow, Essex CM19 5BL 


FANTASTIC 
WEDDING DRESS 

SALE 

at THE SWALLOW 
CHURCHGATE HOTEL, 
HARLOW 


Tuesday 27th November 

5pm to 9pm 

Sizes 10 — 30 

Beaded, A-line, chiffons, bodice 
and skirts, etc. 


Bridesmaid Dresses from £50, Full 
range of accessories 
Designer service available, £50 
deposit will secure any sale dress. 
Payment schemes available 

Sale organised by 

HEART BRIDES 

NO CONNECTION WITH ANY 
OTHER SALE COMPANY 
For further details, telephone 

01353 698374 



RSPCA ESSEX SOUTH WEST 
BRANCH HOMELESS DOGS 

GRAND JUMBLE SALE with NEW 
AND NEARLY NEW STALLS 

SATURDAY 24th NOVEMBER 2007, 2 o’clock 
ST GILES CHURCH HALL, NAZEING, ESSEX 

TEAS. ADMISSION 20p. 

Registered Charity Number: 208381 

['bazaar; 

Saturday 

i November 24th i 
1pm start 
ST. MARY AT 
LATT0N 

CHURCH HALL, 

THE GOWERS, 

I FIRST AVENUE, I 
I HARLOW I 

L — — — — — — — — — J 


COUNTRYSIDE 

PROMOTIONS.co.uk 



Cheshunt, Herts EN8 9AJ 


INFO-WEB/01992 468619 


Sunday 25th November 

Collectors’ Toy Fair 
and Museum Open Day 

10.00am-3.00pm 

Over 35 stalls selling collectable 
toys, model railways, beanies etc. 
Model Railway Display and 
Stationary Engines 
Whitewebbs Museum of Transport, 
Whitewebbs Road, 

Enfield EN2 9HW 
Admission £2, accompanied 
children under 13 FREE 
For further information telephone 
020 8367 1898 


A CHRISTMAS A 

¥ CA ID 7 


if 

S 
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FAIR 

Saturday 24th 
November 2007 

At St Andrews 
Methodist Church, 
The Stow, Harlow 
10-12 noon 
Various stalls 


f 



Monday - 6:15 or 8:15pm 

Tye Green Community 
Centre, Bush Fair 

Lesley-(01279) 301601 
or 07721 622888 

Tuesday 6:30pm 

Church Langley 
Community Centre 
& 

Wednesday 7pm 

Lady Fatima Church 
Hall, Howard Way 

Katie - (01992) 306466 
or 07775 991271 

Thursday 6.30pm 

Milwards Primary School 

Lynsey - (01279) 628983 
or 07784 978137 


FUNKY FRIDAY 

*Over 30’s Disco* 

Park Inn Hotel, Harlow 

23 November 2007 

Info: 07754 666532 www.masdisco.co.uk 
£7 on the door From 9pm No Trainers 
Tickets on sale for Xmas Party 21 December! 


Tye Green 
Indoor Bowls Club 

LEARN TO PLAY FLAT GREEN BOWLS 

with qualified coaches and instructors. 

WINTER COACHING EVERY MONDAY 

4.30-6.30pm and 8.30-10pm 

Contact 01279 419030 

to book your place 


West Essex 

Primary Care Trust 



Public Board Meeting 

Thursday 29 November 
at 2.00pm 
Committee Room 

Uttlesford District Council Offices, 
Great Dunmow 



IS1JPE11BOWI.I t 

SAT 24th MOV 

Eta [Ml 


8pm til late 

CALL US NOW TO BOOK 
YOUR LANE! 



4 ANCHOR ST, STATION ROAD, 
BISHOPS STORTFORD, HERTS, CM23 3BP 

TEL 01279 755204 

www.lakeside-superbowl.co.uk 
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ST MARY’S 
CATHOLIC SCHOOL 
A Specialist Arts College arts colleges 

SIXTH FORM 
INFORMA TION E VENING 

THURSDAY, NOVEMBER 22nd 
6.45pm for 7pm 

An open invitation to all students 
considering post 16 education 
Presentation at 7.00pm until 7.30pm followed by an 

opportunity to tour our facilities and discuss the excellent 
choices on offer with our teaching staff. 

• Sixth form open to all students 

• Excellent examination results - the average point score per sixth 
form student is one of the highest in Hertfordshire 

• A purpose built Sixth Form Centre, new Sports Centre and School 
Library with Sixth Form study facilities 

• Quality teaching - rated highly in our OFSTED report 

• Exceptional range of AS, A2 and Vocational courses 

• Excellent opportunities for personal development with high 
quality pastoral support 

Prospectus available on CD from the Director of Sixth Form 
Studies, St Mary’s Catholic School, Windhill, 
Bishop’s Stortford, Herts CM23 2NQ 
Tel: 01279 654901 Fax: 01279 653889 5y^ 

'X }j Email: mfofifstmarvs.net 

w - SPORT 

www.stmarys.net 


INVESTORS IN PEOPLE 


ENGLAND 
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CD 


CD 

GO 


7 

PM 


8 

PM 


9 

PM 


10 


11 

PM 


BBC1 



Match Of The Day - Gary Lineker 
introduces football highlights 


6.00 Breakfast 2059724 10.00 Saturday 
Kitchen 10163 11.30 Rachel's Favourite Food For 
Living 3618 12.00 BBC News; Weather 3240786 

12.10 Football Focus 8176415 1.00 Racing From 
Haydock Park And Ascot. Clare Balding and 
Rishi Persad present live coverage of six 
races, including the 1.50 Coral Ascot Hurdle 
(2m 31/2f) and the 1.05,1.35 and 2.05 at 
Haydock Park. 72892 2.30 Live International 
Rugby Union. Wales v South Africa (Kick-off 
2.45pm). John Inverdale presents coverage of 
the international friendly at the Millennium 
Stadium, as Wales take on the world 
champions. 61454106 4.45 Final Score 2808618 
5.20 Out-Take TV 7030255 5.50 BBC News; 
Regional News; Weather 966637 6.10 Strictly 
Come Dancing 7924328 

7.15 Robin Hood. Marian surprises everyone 
with her new energy and recklessness 
as she adapts to life as an outlaw. 
Meanwhile, Robin's men sguabble over 
the new dynamic in the gang, too busy 
to notice they have an assassin in their 
midst whose mission is to retrieve the 
Pact of Nottingham. 793540 

8.00 The National Lottery: Who Dares Wins. 

Nick Knowles presents the game show 
in which two pairs of strangers team 
up, each battling to outdo the other by 
listing as much as they know about a 
given subject. 420298 
8.50 Casualty. A new hospital porter 
arrives. 597569 

9.40 The Omid Djalili Show. The award¬ 
winning comedian showcases sketches 
that take a swipe at life in a multi¬ 
cultural society, including an alternative 
period piece - Pride and Racial 
Prejudice. In other skits, the would-be 
actor returns to pursue celebrity. Guest 
starring Alison Steadman. 405291 

10.10 BBC News; Weather; 811540 
10.30 Match Of The Day. Gary Lineker 

introduces highlights of this 
afternoon's Premier League games, 
including Newcastle United v Liverpool 
and Bolton Wanderers against 
Manchester United. 1565786 


11.50 Film: Octane (2003). Premiere. 

A woman journeys into a strange and 
violent underworld as she attempts to 
rescue her teenage daughter. Offbeat 
horror, starring Madeleine Stowe and 
Norman Reedus. 958231 

1.15 Friday Night With Jonathan Ross. 
Daniel Craig talks about his role as 
James Bond and forthcoming fantasy 
film The Golden Compass, and 
comedian Jack Dee discusses the 
second series of Lead Balloon; (R) 
Weatherview 3835293 
2.20 BBC News 24 99901380 


BBC 2 



The Company - Chris O'Donnell 
stars in the new drama series 


6.00 CBeebies: Fimbles (R) 7362182 6.20 
Teletubbies (R) 7373298 6.45 Step Inside (R) 
5871347 7.00 CBBC: Dogstar 5252434 7.25 Dennis 
The Menace (R) 7838569 7.45 Watch My Chops 
(R) 8484796 8.00 Hider In The House (R) 81163 
9.00 TMi; Diddy Dick & Dorn (R) 67095 10.30 
Stupid (R) 3454908 10.55 Story Of Tracy Beaker 
(R) 3462927 11.25 What's New Scooby-Doo? (R) 

9415989 11.45 Sportsround 1392279 12.00 Animal 
Park 8085095 12.45 What The Victorians Did For 
Us 98764231 12.50 Film: Vera Cruz (1954). 
9223540 2.20 Film 2007 With Jonathan Ross (R) 
7262908 2.55 Film: The Journey Of Natty Gann 
(1985). 20698861 4.30 BBC Switch. 1405250 5.15 
BBC Switch: Sound 171521 5.45 Heroes Unmasked 
(R) 220347 6.00 What The Papers Say 280540 

6.10 Paul Merton's Silent Clowns 416569 

7.10 The Culture Show. Kenneth Branagh 
tells Mark Kermode about his new 
films Sleuth and The Magic Flute. 

Verity Sharp meets PJ Harvey to 
discuss her musical career and new 
album, the acclaimed White Chalk. Film 
director John Waters provides a bad 
taste masterclass. 615298 

8.00 Coast. The team travel from Muckle 
Flugga on Shetland to the Old Man of 
Hoy on Orkney. Neil Oliver takes look 
at the story of the freedom fighters 
who undertook missions in Nazi- 
occupied Germany during World War 
Two and Dr Alice Roberts examines a 
mysterious skeleton (R) 7927 

9.00 Have I Got A Bit More News For You. 

Special extended version, with host 
Ann Widdecombe and guest panellist 
Alex James. 256076 

9.40 The Company. New drama series based 
on Robert Littell's best-selling novel 
charting 30 years of CIA activity, from 
Cold War to first Gulf conflict. 594705 


11.15 The Tudors (R) 213827 

12.10 Film: The King Of Comedy (1983). Martin 
Scorsese's unmissable black comedy, 
starring Robert De Niro as would-be 
comic who kidnaps a chat show host in 
the hope of getting a shot at TV 
stardom. With Jerry Lewis. 220090 
1.55 The Culture Show (R) 3226699 

2.45 Film: Kandahar (2001). A reporter 

returns to her native Afghanistan in the 
hope of rescuing her suicidal sister, who 
can no longer endure life under Taliban 
rule. Powerful documentary-style 
drama, with Nelofer Pazira. 2015564 


ITV1 



Parkinson - Musical highlights of 
the chat show’s 36-year run 


6.00 GMTV 7255569 9.25 CITV: Horrid Henry 
8265618 9.40 Emu 8048415 9.55 Supernormal 

8061366 10.10 Tricky TV 8733328 10.40 Skyland 
3460569 11.10 My Parents Are Aliens 
(R) 4388328 11.40 Bernard (R) 1380434 11.55 
The Amazing Adrenalini Brothers (R) 1309569 

12.15 Saturday Cooks! 638786 1.45 ITV News 
And Weather 45475809 1.55 London Today; 
Weather 18904415 2.00 Grand Slam Of Darts. 
Matt Smith presents live coverage of the 
semi-finals at the Wolverhampton Civic 
Centre, where the first players to win 13 legs 
will progress to the final. 42292453 5.10 
London Today; Weather 7252434 5.25 ITV News 
And Weather 7257989 5.40 Funniest Ever 
You've Been Framed! 505845 6.40 The X 
Factor 2274163 

7.55 All Star Family Fortunes. Former 

England rugby star Kyran Bracken and 
Emmerdale actress Sammy Winward's 
families battle it out against each 
other as Vernon Kay hosts the 
celebrity game show. The stars hope to 
win a prize of up to £30,000 to donate 
to the charity of their choice. 360182 

8.40 The X Factor - The Results. The 

viewers' verdict is announced and the 
two acts with the fewest votes sing 
again, hoping to win a reprieve from 
mentors Simon Cowell, Louis Walsh, 
Sharon Osbourne and Dannii Minogue. 
The judges decide who will be leaving 
the contes. 275960 

9.15 I'm A Celebrity Get Me Out Of Here! 

Ant and Dec present the celebrity 
challenge, as another famous face 
leaves the Australian jungle, while the 
others remain for more tough daily 
tasks and dreaded Bushtucker Trials. 
369279 


10.45 ITV News And Weather; Weather 

329827 

10.55 Parkinson. The veteran broadcaster 
continues the final series of the chat 
show with a special edition looking 
back at the musical highlights of its 
36-year run - including a look at the 
first-ever episode. 6094182 

12.10 Make Your Play. Interactive game 
show offering viewers the chance to 
use their skill and judgement to win 
nightly cash prizes. 14156187 

4.10 ITV Nightscreen. Behind the scenes of 
ITV programmes and a guide to films 
being shown on the small screen, plus 
recipes and facts. 6109835 

5.30 ITV Morning News 21380 


CHANNEL 4 



This Is Civilisation - Matthew 
Col lings presents 


6.10 The Hoobs. The pals attend a fancy dress 
party. (R) 7344786 6.35 The Hoobs (R) 5353927 
7.00 Goalissimo (R) 75502 8.00 The Morning 
Line 7913540 8.50 T4: One Tree Hill 6078569 
9.50 T4: Friends (R) 4840989 10.20 T4: Friends 
(R) 2627415 10.55 T4: MobileAct Unsigned 
(R) 2639250 11.55 T4: Transmission (R) 8379250 

12.30 T4: Friends (R) 49328 1.00 T4: Charmed 
(R) 60811 2.00 Channel 4 Racing From 
Huntingdon And Lingfield Park. Lesley Graham 
and Derek Thompson introduce live coverage 
of this afternoon's seven feature races, 
including the 3.30 Totesport Peterborough 
Chase (2m 41/2f). 81147347 4.10 Location, 
Location, Location (R) 8823786 4.40 Time 
Team (R) 9614328 5.35 Codex 417163 6.25 
Channel 4 News 865811 

7.15 Deal Or No Deal. Noel Edmonds hosts 
the game show in which contestants 
try to guess the values of mystery 
boxes holding as much as £250,000. 
786250 


8.00 This Is Civilisation. New four-part 
series in which artist and critic 
Matthew Collings examines a selection 
of the greatest artistic moments and 
monuments of history to reveal how 
they have shaped the world. 2095 


9.00 Film: Along Came A Spider (2001). The 

daughter of a senator is kidnapped 
from her expensive private school, 
sparking a desperate race to hunt down 
her psychotic and devilishly intelligent 
captor before it's too late. Nail-biting 
thriller, starring Morgan Freeman and 
Monica Potter. 77457144 

10.55 Frost And Pegg's Perfect Night In. 

Comedy duo Simon Pegg and Nick 
Frost, stars of Shaun Of The Dead and 
Hot Fuzz, choose the TV and movie 
moments they believe would make an 
ideal night's viewing. Clips range from 
Incredible Hulk and Monkey to Blake's 
7 and vintage Doctor Who (R) 82189163 

1.00 4Music: 4Play: Electrelane 3655564 

1.15 4Music: Dubplate Drama. Errol forces 
Warren to reveal a disturbing truth. (R) 
6484390 

1.50 Film: Mask (1985). Cher and Eric Stoltz 
star in this powerful fact-based drama 
about a teenager horribly disfigured 
by a rare bone disease. With Sam 
Elliott and Laura Dern. 693038 

3.50 King Of The Hill. Hank agrees to look 
after a soldier's pet. 78959895 

4.15 Monster Garage. A hearse becomes a 
car-crushing machine. (R) 181835 

5.15 Countdown (R) 8300980 


FIVE 



Law & Order: Special Victims Unit - 
Christopher Meloni stars 


6.00 Sunrise 9529705 7.00 Milkshake! Hi-5 
(R) 4629057 7.30 Sailor Sid (R) 5775250 7.35 
Peppa Pig (R) 5774521 7.40 Hana's Helpline (R) 
5762786 7.50 The Beeps 9890366 8.10 Harry 
And His Bucket Full Of Dinosaurs 5944182 8.25 
The Book Of Pooh (R) 4969724 8.55 Roobarb 
And Custard Too (R) 9195705 9.05 Mio Mao (R) 
8656892 9.15 Adventures Of Bottle Top Bill 
And His Best Friend Corky (R) 8643328 9.30 
Franklin (R) 2862927 10.00 Gadget Show (R) 
4637076 11.00 Built For The Kill (R) 2737434 

11.30 Film: Baby Geniuses 2 (2004). 69788415 

I. 15 Film: The Captive Heart (1946, b/w). 
Wartime drama, starring Michael Redgrave. 
48400521 3.10 Film: Columbo: An Exercise In 
Fatality (1974). Crime drama. 80713231 5.10 
Film: North By Northwest (1959). 27307250 

7.35 Five News And Sport 6703434 
7.50 NCIS. Ziva uses a routine tactic to 
subdue a suspect in her custody, but 
when he dies her methods are 
considered indirectly responsible. 
Meanwhile, the deceased's brother 
kidnaps Jenny and demands his 
sibling's release. (R) 4421415 

8.45 NCIS. Part one of a two-part series 
finale. Gibbs' life hangs in the balance 
after an explosion on a ship he was 
performing a routine inspection on 
puts him in a coma, during which he 
has flashbacks of the painful past he 
has always kept hidden. Drama, 
starring Mark Harmon. (R) 3126521 

9.40 CSI: Crime Scene Investigation. 

Grissom pulls Greg off an investigation 
into a shooting when it becomes clear 
that the case involves the brother of a 
man he killed in self-defence just 
months ago. Meanwhile, Catherine and 
Warwick have trouble identifying a 
body. (R) 8280908 

10.40 Law & Order: Special Victims Unit. The 

team investigate the death of a six- 
year-old boy who apparently died 
during an exorcism at a late-night 
church service. However, the child's 
foster parents and social worker soon 
come under suspicion with Christopher 
Meloni, and Ice-T. 6625960 

II. 40 Criminal Minds. The team race to save 

the life of a woman on death row, 
believing her to be innocent, and soon 
discover she is the final victim of a 
twisted game played by a serial killer. 
(R)1522453 

12.40 Quiz Call. Interactive game show. 
36503632 

5.05 Nick's Quest. Endangered leatherback 
turtles. (R) 24250941 

5.30 Nick's Quest. Roving naturalist Nick 
Baker encounters a troop of rare 
mountain gorillas high up in Uganda's 
Bwindi Forest. (R) 8636293 


SATELLITE AND FREEVIEW 


SKY ONE 

6.00 Pop Years 7.00 America’s Dumbest 
Criminals 7.30 Book Show 8.00 Brainiac: 
Science Abuse 9.00 Soccer AM 12.00 
America’s Dumbest Criminals 12.30 Malcolm 
In The Middle 2.00 Futurama 4.30 Cirque 
De Celebrite 6.00 A Town Called Eureka 
7.00 Stargate Atlantis 8.00 Simpsons 8.30 
Futurama 9.00 Ross Kemp On Gangs 10.00 
Nothing But The Truth 11.00 British Sex 
12.00 Street Wars 1.00 Dorn Joly’s Happy 
Hour 1.50 Road Wars 2.40 Street Wars 3.30 
Pop Years 4.20 Full Force Nature 5.10 
Guilty! 

BBC3 

7.00 Football Gaffes Galore Out-Takes 7.05 
The Real Hustle 7.35 Mind, Body & Kick Ass 
Moves 8.05 Top Gear 9.10 Little Britain 9.40 
Film: Hard Rain (1998). Woeful action 
adventure, with Morgan Freeman. 11.10 Two 
Pints Of Lager And A Packet Of Crisps 11.40 
Two Pints Of Lager And A Packet Of Crisps 

12.10 Comedy Shuffle 12.40 Tittybangbang 

1.10 The Real Hustle 1.40 Mind, Body & 

Kick Ass Moves 2.10 Two Pints Of Lager 
And A Packet Of Crisps 2.40 Two Pints Of 
Lager And A Packet Of Crisps 3.05 Comedy 
Shuffle 3.35 Tittybangbang 4.05 Close 
BBC4 


7.00 Diary Of A Nobody 7.10 A Perfect Spy 
8.05 A Perfect Spy 9.00 Lead Balloon 9.30 
More Dawn French’s Boys Who Do Comedy 
10.00 Brasil, Brasil 11.00 City Of Men 11.30 
Film: Behind The Sun (2001). 1.00 Martians 
And Us 2.00 Martians And Us 4.00 Close 
ITV2 

9.25 Emmerdale 12.40 Coronation Street 
3.00 Holiday Showdown 4.00 Holiday 
Airport: Sydney 5.00 All Star Family 
Fortunes 5.45 Streetmate 6.45 Australian 
Princess 7.45 Movies Now 7.55 The Xtra 
Factor 8.40 Celebrity Friends 9.10 Movies 
Now 9.30 Xtra Factor Results 10.15 Planet’s 
Funniest Animals 10.45 I’m A Celebrity Get 
Me Out Of Here Now! 11.50 X Factor 1.40 
Xtra Factor Results 2.25 Celebrity Friends 
2.50 Emmerdale 
ITV3 

6.00 Robert E Lee 7.00 Film File 7.10 
Magnificent Seven 8.00 Missing Persons 
9.00 Sidney Sheldon’s Windmills Of The 
Gods 10.00 Magnificent Seven 10.55 Our 
New Life In Everwood 11.50 Our New Life In 
Everwood 12.40 Adventures Of Sherlock 
Holmes 1.50 Pie In The Sky2.55 Film: 
Batteries Not Included (1987). 5.00 Agatha 
Christie’s Poirot 6.05 The Two Ronnies 
7.05 Bramwell 8.10 Bramwell 9.15 Taggart 



Nothing But The Truth, Sky 
One, 10.00pm 

11.30 Film: The McKenzie Break (1970). 

1.40 Sidney Sheldon’s Windmills Of The 
Gods 2.30 Vice 3.50 Film File 4.00 
Teleshopping 

ITV4 

12.30 Police, Camera, Action! 1.00 The 
Contender 2.00 Danger Man 3.00 Space 
1999 4.00 You Gotta See This 4.55 Police 
Patrol 5.10 Police, Camera, Action! 5.40 
Cannonball 8000 6.40 Police Stop! 7.40 
Police Patrol 7.55 Grand Slam Of Darts 
9.15 The Sweeney 10.15 Film: The Siege 


(1998). 12.30 International Fight League 

2.30 Police, Camera, Action! 2.55 Saturday 
Night Live 3.45 ITV4 Nightscreen 4.00 
Teleshopping 

E4 

6.00 Anything Goes 8.00 Our Showbiz 
Mates 9.00 Nothing But Girls Aloud 10.00 
Girls Aloud Call The Shots 11.00 Girls Aloud 
Playlist 12.00 The Simple Life 12.35 Beauty 
& The Geek 1.30 Age Of Love 2.30 
Hollyoaks 5.00 Friends 6.00 Class 6.30 
Scrubs 7.00 Smallville 8.00 Friends 9.00 
The 100 Greatest Films 12.00 Film: Star 
Trek: Nemesis (2002) 2.15 Transmission 
3.15 Pussycat Dolls Present: The Search 
For The Next Doll 4.00 Young, Sexy And 
Sporty 4.40 Switched 5.50 Close 
MORE4 

9.00 Junkyard Wars 10.00 Time Team 2.00 
Film: Blanche Fury (1948). A penniless 
governess is invited to stay at a wealthy 
relative’s estate, where she becomes an 
object of desire. Mesmerising melodrama, 
starring Valerie Hobson and Michael Gough. 

3.40 Grand Designs 9.00 Snowmail 9.05 
The West Wing 10.05 The Relief Of Belsen 

12.10 The Closer 1.10 Film: Go (1999) 

3.05 Deal Or No Deal 3.45 Close 
UKTV GOLD 


6.00 Alistair McGowan’s Big Impression, 
mischievous mimic performs a bite-size 
compilation of celebrity send-ups. 6.20 
Yes, Prime Minister 7.00 Yes, Prime 
Minister 7.40 Last Of The Summer Wine 

8.20 Last Of The Summer Wine 9.00 
Last Of The Summer Wine 9.40 2point4 
Children 10.20 Keeping Up Appearances 
11.00 Last Of The Summer Wine 11.40 
One Foot In The Grave 12.20 Doctor Who 

1.20 Doctor Who 2.15 Film: Carry On 
Matron (1972). Bawdy comedy following the 
efforts of a gang of crooks to steal supplies 
of contraceptive pills from a maternity 
hospital. Sid James and Kenneth Williams 
star. 4.00 My Family 4.40 My Family 5.20 
Doctor Who 6.20 My Hero 7.00 My Hero 

7.40 My Family 8.20 My Family 9.00 
Jonathan Creek 10.20 Film: Good Morning, 
Vietnam (1987). Robin Williams stars as a 
fast-talking US Army disc jockey whose 
irreverent broadcasts enrage the military 
top brass in Sixties Saigon. Top-notch comic 
drama, with Forest Whitaker. 12.45 I’m Alan 
Partridge 1.25 I’m Alan Partridge 2.05 Yes, 
Prime Minister 2.35 Yes, Prime Minister 3.10 
Last Of The Summer Wine 3.45 2point4 
Children 4.15 Dallas 5.05 Dallas 
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BBC1 


BBC 2 


ITV1 


CHANNEL 4 


FIVE 



The Blair Years - Taking a look at 
the decision to go to war with Iraq 

6.00 Breakfast 79429019 7.35 Match Of The Day 
8280632 9.00 The Andrew Marr Show 22019 
10.00 The Big Questions 11380 11.00 Countryfile 
91336 12.00 The Politics Show 36449 1.00 'Alio 
'Alio! (R) 6014485 1.35 Diagnosis Murder (R) 
8329564 2.25 EastEnders 737877 4.15 Points Of 
View 3262019 4.30 Robin Hood (R) 1474380 5.15 
Songs Of Praise 1915651 5.50 Cranford. Five- 
part adaptation of three Elizabeth Gaskell 
novels set in a Cheshire market town in the 
1840s. The all-star cast includes Judi Dench, 
Eileen Atkins and Michael Gambon. (R) 894516 
6.50 Strictly Come Dancing. Sugababes 
perform their new single Change and two 
couples face a dance-off as they try to prove 
their worth to the judges after falling short in 
last night's public vote. 645106 


7.35 


BBC News; Regional News; Weather 

835361 


8.00 Antiques Roadshow. Michael Aspel and 
the team visit Exmouth on the Devon 
coast and uncover some valuable 
finds. They hear the heart-breaking 
story behind a collection of native 
Canadian embroidery and appraise a 
toy that once belonged to Pride and 
Prejudice author Jane Austen. 5583 

9.00 Cranford. The town's residents prepare 
for Lady Ludlow's garden party, but the 
occasion is marred by rumours the 
railway line will come right into 
Cranford, leaving Deborah feeling 
betrayed. Dr Harrison's plans to become 
better acquainted with Sophy are 
thwarted by Caroline Tomkinson. 2019 

10.00 BBC News; Weather 112583 

10.15 The Blair Years. Tony Blair and George 
W Bush speak candidly about their 
decision to go to war with Iraq. They 
reveal their motivations and the 
events that prompted them to 
overthrow Saddam Hussein's regime. 
4808458 

11.20 BBC One Sessions: David Gray; 

Weatherview 406212 

12.10 Sign Zone: Watchdog. With Nicky 
Campbell, Paul Heiney and Julia 
Bradbury. (R) 7959133 

12.40 Sign Zone: No Plan, No Peace - The 
Inside Story Of Iraq's Descent Into 
Chaos (R) 6932404 

1.40 Sign Zone: Holby City. (R) 1133648 

2.40 Sign Zone: The Nature Of Britain (R) 

8991355 

3.30 Sign Zone: Take On The Takeaway. (R) 

77959 

4.00 BBC News 24 87336 



Top Gear - The team celebrate 
40 years of British Leyland 

6.00 CBeebies: Fimbles (R) 7339854 6.20 
Teletubbies (R) 7333670 6.45 Step Inside (R) 
5848019 7.00 CBBC: Jakers! (R) 7886106 7.20 
Pinky And The Brain (R) 5232670 7.45 Even 
Stevens (R) 6899274 8.05 The Basil Brush 
Show (R) 3094980 8.30 SMart 67816 9.30 Hedz 
10038 10.00 Something For The Weekend 61019 
11.30 Film: The Big Sky (1952, b/w). Action 
adventure, starring Kirk Douglas. 14125 1.30 
Racing From Aintree. Clare Balding presents 
live coverage of three races from this 
afternoon's card at the famous racecourse, 
including the 2.50 Becher Chase. 61705632 
3.05 Film: Mr Hobbs Takes A Vacation (1962). 
Family comedy, starring James Stewart. 
54672293 5.00 Flog It! 3038 5.30 Shark 
Therapy (R) 496 6.00 Earth. (R) 99545 

7.00 Britain's Most Wanted: This World. 

Reporter Mark Franchetti travels to 
Moscow to profile former KGB agent 
Andrei Lugovoi, who sparked a 
diplomatic row when Scotland Yard 
named him as the prime suspect in 
the 2006 poisoning of Russian exile 
Alexander Litvinenko. 4477 

8.00 Top Gear. Jeremy Clarkson, Richard 
Hammond and James May celebrate 40 
years of British Leyland by trying to 
boost the reputation of the cars that 
rolled off its production line. The Aston 
Martin DBS is put through its paces on 
the test track and Jennifer Saunders is 
the Star in a Reasonably Priced Car 3125 

9.00 Long Way Down. Ewan McGregor and 
Charley Boorman get up close to 
Africa's wildlife as they spot zebras in 
Kenya and view Rwanda's mountain 
gorillas in their natural habitat. 
Emotions are running high as they pay 
a visit to a Unicef site for former child 
soldiers in northern Uganda. 3361 

10.00 Match Of The Day 2. Highlights of West 
Ham United v Tottenham Hotspur. 
576125 

10.50 Graham Norton Uncut. The talk-show 
host presents an extended edition of 
the programme, featuring Dukes of 
Hazzard stars Catherine Bach, Tom 
Wopat and John Schneider. 556944 

11.35 Heroes. The future holds 

disappointment for Hiro when he 
discovers that people with secret 
powers are considered enemies, and 
the time-traveller confronts some 
familiar faces. Hiro makes a chilling 
discovery about the future. (R) 567922 
12.20 Film: A Night At The Opera (1935, b/w). 
Zany con-man Groucho Marx tries to 
persuade a millionairess to invest in a 
cash-strapped opera company. 

Inspired classic comedy, with Chico 
and Harpo Marx. 7087930 

1.50 BBC News 24 72126794 



The South Bank Show - The career 
of singer-songwriter Annie Lennox 

6.00 GMTV 7215941 9.25 Championship 6639598 
10.20 CITV: Art Attack (R) 2420293 10.40 Finger 
Tips (R) 3969496 11.00 Jim Jam & Sunny 
9396800 11.15 Jim Jam & Sunny 9482651 11.30 
Pocoyo 1597274 11.40 Planet Sketch 1511854 11.50 
ITV News And Weather 2766187 11.55 London 
Today 2765458 12.00 Film: Bratty Babies (2001). 
Premiere. Family adventure, with Harry Hamlin. 
288922 1.40 The X Factor (R) 6013545 2.55 The X 
Factor - The Results (R) 3788372 3.30 Grand 
Slam Of Darts. Matt Smith presents live 
coverage of the final at the Wolverhampton 
Civic Centre, where the first player to win 18 
legs will be crowned the inaugural champion. 
510361 6.00 Unforgettable Frankie Howerd (R) 
751800 6.25 London Tonight 221699 6.40 ITV 
News And Weather 341187 

7.00 Emmerdale. After finding a negative 
pregnancy test in the bin Perdy 
decides to leave Gray to be with 
Matthew. Jasmine meets with Miles to 
convince him to fight Nicola. 7800 
7.30 Coronation Street. Fiz and Kevin trail 
their respective other halves in a bid 
to catch them out. 699 

8.00 Heartbeat. When armed robbers hold 
up the night mail train, Joe is forced to 
work with old adversary Dl Ludlow 
(David Calder) to catch the 
perpetrators. However, Ludlow's 
unwillingness to include the local police 
in the investigation leads Joe to believe 
he may be hiding something. 6421 

9.00 I'm A Celebrity Get Me Out Of Here! 

Ant and Dec present the celebrity 
survival challenge, as the jungle¬ 
dwelling celebrities embark on more 
trials and challenges, then say 
farewell to another one of their 
number. 4748 


10.30 ITV News And Weather; Weather 

103583 

10.45 The South Bank Show. Melvyn Bragg 
profiles Annie Lennox, whose career 
has spanned over 25 years. The 
programme joins the singer and her 
band as they rehearse for a live 
performance. 262309 

11.45 Motorsport UK. The Formula Renault 
UK Championship at Thruxton. 484309 

12.15 Film: Election (1999). A vindictive 
teacher persuades a dim-witted 
athlete to stand in the forthcoming 
school elections, in the hope he'll pip 
the overachieving front-runner to the 
post. Clever satirical comedy, starring 
Matthew Broderick. 192065 

2.05 Quincy ME. A businessman is 
suspected of murder. (R) 1427133 

2.50 The Jeremy Kyle Show (R) 8973959 

3.45 ITV Nightscreen 202846 

5.30 ITV Morning News 18084 



White Diamond: A Personal Portrait 
of Kylie Minogue 

6.00 Cubeez Doody and Tizzy take shelter in a 
cave, but Bozz and Dink mistake them for a 
monster. (R) 3091212 6.10 The Hoobs Groove 
keeps wandering off, so the gang decide to 
give him a bell. (R) 7311458 6.35 The Hoobs (R) 
5320699 7.00 Transworld Sport 8003545 7.55 
World Cup Skiing 6352564 9.00 T4: Hollyoaks 
601187 11.30 T4: MobileAct Unsigned 20814 

12.30 T4: Mika: Video Exclusive 98738816 12.35 
T4: Justin Timberlake FutureSex/LoveShow 
60189729 2.35 T4: Ugly Betty. Wilhelmina is all 
set for her wedding. Victoria Beckham guest 
stars. (R) 7213632 3.35 T4: The Simpsons (R) 
8488212 4.10 Film: Annie (1982). Lavish 
musical, with Albert Finney. 68618922 6.30 
Scrapheap Challenge. Two past winners go 
head to head. 89651 

7.30 Channel 4 News 941 


8.00 White Diamond: A Personal Portrait Of 
Kylie Minogue. During the Australian 
leg of her 2005 Showgirl tour, Aussie 
pop princess Kylie was diagnosed with 
breast cancer. This emotional portrait 
follows her on the road to recovery 
and the subsequent resurrection of 
her Showgirl tour in 2007.31840274 


10.15 Film: Clueless (1995). A rich high 

school student uses all her charm and 
financial clout to boost a new pupil's 
popularity, but reckons without affairs 
of the heart getting in the way. 
Comedy, starring Alicia Silverstone. 
239293 


12.05 UK Poker Tour 1394688 

1.05 Film: A Throw Of Dice (1929, b/w). Two 

rival kings compete for the love of a 
hermit's daughter, risking their 
kingdoms in the process. Silent drama, 
with Seeta Devi. 286084 
2.40 Film: The Banger Sisters (2002). A 
former rock groupie decides to 
recapture the excitement of her youth 
with a fun-loving friend, but her pal 
isn't too keen on the idea. Comedy, 
with Goldie Hawn. 216591 

4.25 MobileAct Unsigned (R) 7550997 

5.25 Countdown (R) 3714201 



8 Simple Rules - Bridget is jealous 
when Kerry becomes a cheerleader 

6.00 Milkshake! 2036816 10.00 Hannah Montana. 
Miley and Lilly decide to play matchmaker for a 
Hannah Montana fan with a crush on Oliver. 

5664903 10.30 Hannah Montana. Miley sets up a 
string of gigs for her father to give him the 
attention he has sorely missed since sacrificing 
his own career to manage Hannah Montana. 
4773038 11.00 8 Simple Rules. Bridget becomes 
jealous when Kerry is chosen for the 
cheerleading team. 2704106 11.30 Beyond The 
Break 2705835 12.00 Film: Columbo. 9586090 

1.30 Football Italiano. 44480038 4.20 Wild Events 
(R) 34661813 4.50 Film: Hell Boats (1970). World 
War Two drama starring James Franciscus as a 
Naval officer who leads a campaign against the 
Nazis in the Mediterranean. 45004372 6.40 Five 
News And Sport 5907038 

7.00 Film: Men In Black (1997). Smash-hit sci- 
fi adventure following alien-busting 
heroes Will Smith and Tommy Lee Jones 
as they try to eliminate a space¬ 
hopping assassin determined to thwart 
universal peace. Linda Fiorentino, Rip 
Torn and Vincent D'Onofrio also star. 
4609293 


9.00 Film: XXX2: The Next Level (2005). 

Premiere. Action sequel, starring Ice 
Cube as a tough agent out to stop a 
military organisation who have designs 
on overthrowing the US government, 
With Samuel L Jackson and Willem 
Dafoe. 50151564 


10.55 Disorderly Conduct. Footage of intense 
situations such as real-life car 
accidents, drug raids and high-speed 
pursuits. (R) 99416564 


12.00 Natural Born Racers. Novice racers in 
action. 8130881 

12.35 X Games. Highlights from Los Angeles. 
1964317 

1.20 NFL Live. New England Patriots v 

Philadelphia Eagles. Nat Coombes and 
Mike Carlson present coverage of the 
clash at the Gillette Stadium, as the 
respective AFC East and NFC East 
teams battle it out. 33968220 

4.50 Motorsport Mundial. High-speed 
coverage. 30868442 

5.10 V8 Supercars. The 13th round of the 
season in Tasmania. 8130317 


SATELLITE AND FREEVIEW 


SKY ONE 

6.00 Hour Of Power 7.00 Malcolm In The 
Middle 8.00 Are You Smarter Than A 10 Year 
Old? 9.00 Malcolm In The Middle 11.00 WWE: 
Experience 12.00 Robot Wars Extreme 1.00 
Vroom Vroom 2.00 Project Runway 3.00 
Variety Club Showbiz Awards 4.00 Malcolm In 
The Middle 4.30 Cirque - Backstage At The 
Big Top 5.00 The Simpsons 6.00 Are You 
Smarter Than A10 Year Old? 7.00 Simpsons 

7.30 Cirque De Celebrite 9.00 Bones 10.00 
Film: Saturday Night Fever (1977). 12.15 
American Gangster Special 1.45 Rock Star 
Families 2.15 Dorn Joly’s Happy Hour 2.40 
Buffy The Vampire Slayer 3.30 Vroom Vroom 
4.20 Brainiac: Science Abuse 5.10 Guilty! 
BBC3 

7.00 Doctor Who 7.45 Doctor Who 
Confidential 8.00 All New House Of Tiny 
Tearaways 9.00 Don’t Tell The Bride 10.00 
Tittybangbang 10.30 The Mighty Boosh 
11.00 Two Pints Of Lager And A Packet Of 
Crisps 11.30 Two Pints Of Lager And A 
Packet Of Crisps 12.00 Touch Me, I’m Karen 
Taylor 12.30 Don’t Tell The Bride 1.25 
Tittybangbang 1.55 The Mighty Boosh 2.25 
Two Pints Of Lager And A Packet Of Crisps 
2.55 Two Pints Of Lager And A Packet Of 
Crisps 3.20 Touch Me, I’m Karen Taylor 


3.50 All New House Of Tiny Tearaways 4.50 
Close 

BBC4 

7.00 Film: Help! (1965). 8.30 The Sky At 
Night 9.00 A Comet’s Tale 10.00 The Secret 
Life Of The Motorway 11.00 Fanny Hill 12.00 
The Late Edition 12.30 The History Of The 
World Backwards 1.00 A Comet’s Tale 2.00 
The Sky At Night 2.30 The Secret Life Of 
The Motorway 3.30 The Late Edition 4.00 
Close 
ITV2 

9.25 The New Adventures Of Superman 
10.15 Australian Princess 11.10 All Star 
Family Fortunes 11.55 Emmerdale 3.15 
Film: Space Jam (1996). 4.50 Coronation 
Street 7.10 The X Factor 8.25 The X Factor 
- The Results 9.00 Katie & Peter: 

Unleashed 10.00 Coronation Street 10.30 
I’m A Celebrity Get Me Out Of Here Now! 

11.30 Katy Brand’s Big Ass Show 12.00 The 
X Factor 1.15 The X Factor - The Results 
2.00 The Xtra Factor Results 2.45 The Black 
Donnellys 3.45 Teleshopping 5.45 ITV2 
Nightscreen 
ITV3 

6.00 Cribb 6.55 Agatha Christie’s Why Didn’t 
They Ask Evans? 8.05 Sidney Sheldon’s 
Windmills Of The Gods 9.05 Cribb 10.10 



Cirque de Celebrite, 

Sky One, 7.30pm 

The Two Ronnies 11.10 Agatha Christie’s 
Why Didn’t They Ask Evans? 12.30 Sidney 
Sheldon’s Windmills Of The Gods 1.30 The 
Blackheath Poisonings 2.30 PD James: 
Unnatural Causes 4.40 Agatha Christie’s 
Why Didn’t They Ask Evans? 6.00 The Two 
Ronnies 7.00 Russell Watson - The Voice 
8.00 Great Garden Detectives 9.00 Film: 
Schindler’s List (1993). 12.40 The Big Easy 
1.40 The Vice 3.10 Emmerdale 
ITV4 

12.30 World Rally Championship 1.30 


Police, Camera, Action! 2.00 The Sweeney 
3.00 David Blaine: Street Magic 4.00 David 
Blaine: Frozen In Time 5.00 David Blaine: 
Magic Man 5.50 Movies Now 6.00 World 
Rally Championship 7.00 Lewis Hamilton: 
The Story So Far 8.00 Grand Slam Of Darts 
9.00 Minder 10.00 Bouncers 10.30 Film: 
Every Which Way But Loose (1978). 12.45 
Inked 1.15Criss Angel: Mindfreak 1.45 
Video Justice 2.15 LAPD: Life On The Beat 
2.35 LAPD: Life On The Beat 3.00 Dinner 
For Five 3.30 Dinner For Five 4.00 
Teleshopping 
E4 

6.00 Anything Goes 8.00 Our Showbiz 
Mates 9.00 Nothing But Best Pop Tunes 
Ever 10.00 Nothing But Indie Pop 11.00 
Nothing But Floor Fillers 12.05 Playing It 
Straight USA 1.05 Playing It Straight USA 
2.05 Playing It Straight USA 3.05 Pussycat 
Dolls Present: The Search For The Next Doll 
4.05 Friends 4.35 Friends 5.05 Ghost 
Whisperer 6.05 Miss Match 7.00 Friends 

7.30 Friends 8.00 Ugly Betty 9.00 Smallville 
10.00 Film: Days Of Thunder (1990).12.00 
Film: RomyAnd Michele’s High School 
Reunion (1997) 1.45 MobileAct Unsigned 
2.45 Dubplate Drama 3.10 Ghost Whisperer 
3.55 Miss Match 4.35 Switched 5.45 Close 


MORE4 

9.00 A Place In The Sun. A second home in 
Normandy. 9.30 Scrapheap Challenge. 
Memorable moments from the series. 10.30 
Scrapheap Challenge. Favourite mechanical 
monsters from the show’s history. 12.40 
Location, Location, Location 4.00 3 Minute 
Wonder: 25 Years On 4.05 Come Dine With 
Me 4.40 Come Dine With Me 5.15 Come 
Dine With Me 7.00 Not Forgotten 8.00 
Relocation, Relocation 9.00 Ramsay’s 
Kitchen Nightmares 10.00 Bodyshock: Born 
With Two Heads 11.05 Father Ted 11.40 
Father Ted 12.10 Studio 60 On The Sunset 
Strip 1.15 Curb Your Enthusiasm 1.50 Curb 
Your Enthusiasm 2.20 Bodyshock: Born With 
Two Heads 3.25 Close 
UKTV GOLD 

6.00 Yes, Prime Minister 7.20 Last Of The 
Summer Wine 8.00 Last Of The Summer 
Wine 10.00 2point4 Children 10.40 My Hero 
11.20 Doctor Who 12.20 The Thin Blue Line 
1.00 Blackadder II 1.40 Porridge 2.20 Open 
All Hours 3.00 Only Fools And Horses 9.00 
Dalziel & Pascoe 11.00 Porridge 11.40 Open 
All Hours 12.20 I’m Alan Partridge 1.00 I’m 
Alan Partridge 1.40 Blackadder II 2.15 
Dalziel & Pascoe 3.55 Dallas 4.45 Dallas 
5.35 Neighbours 
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PRESENTS 






€SdVAl> 

OVEMBER 28th ^ 


? WEDNESDAY, 

6pm - 11 pm 

Swallow Churchgate Hotel, Churchgae Street 
Village, Old Harlow CM17 OJT 

BRITAIN’S BEST KNOWN PSYCHICS * CLAIRVOYANTS 
* MEDIUMS * PALMISTS * ASTROLOGISTS & MANY MORE WILL BE 
AVAILABLE FOR READINGS also - 

TAPES • BOOKS • CRYSTALS • AROMATHERAPY • JEWELLERY FOR SALE 

ADMISSION £3.50, CHILDREN FREE. FOR ENQUIRIES PHONE PHOENIX HOTLINE 07958 255999 




Birchwood High School 
A DCSF Sports and Technology College 


SIXTH FORM 
INFORMATION EVENING 

Wednesday 5 December 
5.30pm to 8.00pm 


Our Sixth Form has a wide range of academic and 
vocational courses and offers opportunities for Ml post 
16 students wishing to continue their education. 

Birchwood can help you make the right decision. We offer 
the highest level of post 16 education in a challenging, 
friendly and supportive environment. 

Birchwood High Sixth Form 

Opportunity and choice for everyone! 

Parsonage Lane, Bishop’s Stortford, 

Herts CM23 5BD 
Telephone: (01279) 655936 

Email: admin@birchwood.herts.sch.uk 
www.birchwood.herts.sch.uk 


Observer 

MERCURY 


Star 


Reader Travel 

the Advertiser Service 



New Year at 

Disneyland * 

Resort Paris 

E njoy the fun and fireworks at 
Europe’s Happiest Place! 

Includes • Return coach travel and 
Channel crossings • 2 nights’ B&B 
at a Paris area hotel • A visit to 
Disneyland® Resort Paris with one day’s 
admission to the Disneyland® Park 
• The services of a Tour Manager 
Adults From Kids From 

£139.oo £99.oo 

Departs 30 December 2007 

New Year in 

Paris 

M ake the most of the New Year 
break this year as you celebrate, 
in the exciting, glamorous, and 
fashionable city of Paris. 

Includes • Return coach travel and 
Channel crossings • 2 nights’ B&B at 
the 3^ Forest Hill Hotel, Meudon 
• A New Year’s Eve party including a 
five-course dinner, wine, dancing and 
champagne at midnight • The services 
of a Tour Manager 

From £189.95 

Departs 30 December 2007 


FOR FURTHER INFO, TO BOOK BY CREDIT CARD OR REQUEST A BROCHURE PLEASE CALL:^ 

Quoting Advert Code HEM 

' 9 fcfcU I#/; / (all calls charged at local rate) 


See us at: www.newmarket.travel/hem 


Or email stating which brochure you require to hem@newmarket-group.co.uk, 
or fill in the coupon & send to: Herts & Essex Newspapers do Newmarket 
Promotions Ltd, FREEPOST KT2720, Worcester Park, KT4 8BR. (NO STAMP REQUIRED) 
Brochure(s) required: □ New Year at Disneyland 0 (PDO) ^1 

□ New Year in Paris (PNY) 1 

Name . Address . 


r 4 

ABTA 


Post Code ... Telephone... 

Organised by Newmarket Promotions/Air Holidays Ltd. A company independent of Herts & Essex Newspapers 


Something different 
this Xmas? 



Top Gun Experience! 


The ultimate flying experience in an 
ex-military trainer with a fully qualified 
aerobatic instructor. A 20 minute flight to 
include loops, rolls, vertical flying and much 
more! Gift Vouchers available. 

www.flyingpresents.co.uk 

^ 01708 688380 

r st a p lef O rd Stapleford Tawney 

flight centre Fccov DM4 ici 


Essex RM4 1SJ 


I 

i' 


* 

i 

t 

I 


o THE HARLOW LEAGUE OF HOSPITAL FRIENDS 50TH ANNIVERSARY 

CHRISTMAS BAZAAR 

Saturday 1st December 2007 

Princess Alexandra Hospital Social Club, 12 noon - 4pm 
, Come along, join the fun supporting the work that the league does for 
your local hospital. 

FATHER CHRISTMAS And much more, stalls galore 

GRAND DRAW 

h 1st prize £50 2nd prize Christmas Hamper 3rd prize Case of wine 
r Refreshmants available. Entry free or by donations at the door 

^ All proceeds raised will suupport the purchase of a scanner for A&E 

r Reg No. 275654 


WHO WILL 


CLICK 


WITH YOU 



Dashing knight seeks 
damsel to rescue... 


Mak^^D 


ate 


SPEED WITH FUN 

Probably the best time 
you will have... this year. 

Open Monday to Saturday 

FULL AND HALF DA Y RALLY DRIVING 
JUNIOR DRIVING IN OUR ROAD 
CAR OR RALLY CAR. 

FROM 8 YEARS OLD ONWARDS. 
WjHalso OFFER PREDRIVING 
YEARS PLUS 


Let Us Take The 
Hassle Out Of 
Selling Your 

Car 

We Will Take The 

Photograph 

For FREE! 




LANGLEY BASK 

kRALLY smjyjpL 

Errjiaih:enquiries^MnMByparkrallyschool. co.uk 
yplfete: wwwJaj^gjg^parkrallyschool.co.uk 


We Come To You 

For More Details... 

Telephone: 

Hertford 

01992 526666 

YOUR ADVERT WILL BE IN: 

MERCURY 

Observer 

Star 

and on the internet at: 


IViViVt 11411 KK*XI5iM I [VLYkll «• 1 11 14 


http://dating.hertsessexnews.co.uk 


Time to 
get out? 



More people turn 
to our Property 
pages when looking 
to move, locally! 

To advertise 
call the property 
team on 
01992 526685 




Observer 

MERCURY 

Star 


classified 


IT WORKS 


ITEMS 

JUST 

SOLD 

THROUGH 

THE 


HARLOW 










Business drying up? 

advertise on 


www.harlowstar.co.uk 







Call 
us now 
to sell 
your 
items 

01279 

436231 
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Tickets to see the 
t show Chicago 


T HE smash-hit musical 
Chicago is celebrating 10 
glittering, celebrity-studded 
years in the West End. 

Already the longest running 
American musical ever to play in 
London, this multi award-winning 
international production is filled with 
sexy, sassy and sensational 
choreography inspired by the 
legendary Bob Fosse and a sizzling 
score including All That Jazz and 
Razzle Dazzle. 

It’s no wonder one national 


newspaper critic hailed it as “the 
sharpest, slickest show on the 
block”. 

And this week we are giving away 
five pairs of tickets to this great 
show. 

Chicago tells the story of Roxie Hart, 
who shoots dead nightclub regular 
Fred Casely and is arrested when her 
husband refuses to help her cover it 
up. 

Roxie is sent to murderess row 
where she meets famous jazz singer 
Velma Kelly who has been accused 
of a double murder. 


The two girls are desperate for fame, 
fortune and freedom. Their only 
hope is slick Chicago lawyer Billy 
Flyn, who has never lost a case. 

Both girls will stop at nothing to 
outdo each other and get out of jail. 
To stand a chance of winning a pair 
of tickets for the 8pm performance 
of Chicago at the Cambridge Theatre 
in London on Tuesday, January 8, all 
you have to do is answer the simple 
question in the coupon and follow 
the entry instructions 
Even if you are not one of our lucky 
winners you can still buy tickets. For 


more information visit the website at 
www.chicagolondon.co.uk or, to 
book tickets, call 0870 890 1102. 

TERMS AND CONDITIONS 

Tickets are only valid for the 8pm 
performance of Chicago at the 
Cambridge Theatre, Seven Dials, 
London WC2 on Tuesday, January 8, 
2008. Tickets are subject to 
availability. There is no cash 
alternative to the prize. All necessary 
transportation is the responsibility of 
the prizewinners. 


Observer 


Star 


Reader Travel 

//^Advertiser Service 


Rails, Peaks & Fells 



E njoy scenic wonders and nostalgia on two 
railway journeys through some of Britains 
finest countryside! 

Includes • Return coach travel • 2 nights’ half¬ 
board accommodation at the Britannia Hotel, 
Bolton (or similar) • Rail tickets from Settle to 
Carlisle and Bridgnorth to Kidderminster • A tour 
of the Lake District • Visits to Royal Wedgwood 
and Spode • The services of a Tour Manager 

From £149.95 

Departs 25 April, 20 June, 25 July 
& 26 September 2008 


Torquay, Eden 

& the Lost Gardens of Heligan 



C ome to Cornwall and visit two of the 
country’s most stunning attractions! 

Includes • Return coach travel • 3 nights’ half¬ 
board accommodation at the Rainbow 
International Hotel, Torquay, with entertainment 
on at least one evening • Entrances to the Eden 
Project and the Lost Gardens of Heligan • Visits 
to Buckfast Abbey & Clark’s Shopping Village, 
Street • The services of a Tour Manager 

From £189 

Departs 28 March, 6 June, 5 September 
& 3 October 2008 


For further info, to book by credit card or to request 
a brochure call quoting Advert Code HEM: 



Or, email stating which brochure you 
require to: hem@newmarket-group.co.uk 
See us at: 


www.newmarket.travel/hem 


ABTA V787X/V7812. ATOL protected 2325. 


CHICAGO 

COMPETITION 


Fill out this entry 
coupon and send 
it to: Chicago 
competition, 
Herts & Essex 
Newspapers Ltd, 
The Media 
Centre, 40 Ware 
Road, Hertford, 
Herts SG13 7HU 


Q: For how many years has Chicago been 
running in the West End? 

A: Five 
B: Ten 
C: Fifteen 


BY POST 


Answer . 
Name . . 
Address 


Postcode . . 
Daytime tel 


I Closing date for entries is Friday, November 30, 2007 i 

The judges' decision is final and no correspondence will be 
\^ entered into. Usual Herts & Essex Newspapers rules apply. J 


CROSSWORD 


I SUDOKU 


Fill in all the squares so that every 
row, column and all nine 3x3 squares 
contain all the digits from 1 to 9 



ACROSS 

I. List of words used in 
a particular enterprise 
( 10 ) 

6. Manoeuvre in a 
game or conversation 
(4) 

10. People who profess 
to having expert 
knowledge (11) 

II. Cylindrical metal 
container (3) 

12. Act of taking 
advantage for one's 
own ends, often 
unjustly (12) 

15. Colloquial phrase 
for a brief inspection (4- 
3) 

17. Growth of crystals 
on another crystal (7) 

18. Branch of chemistry 
dealing with processes 
involving fermentation 
(7) 

20. American word for 
an indefinite but 
extremely large number 
(7) 

21. Inflatable piece of 
play equipment (6,6) 

25. Strip of material 


SOLUTION 


used for identification 
purposes (3) 

26. Disentanglement, 
an act of setting free 
( 11 ) 

27. .skirt, very 

short gathered or 
pleated garment (2-2) 


28. Second wife of 
Henry VIII (4,6) 

DOWN 

1. Tool for gripping 
object being worked on 
(4) 

2. Cautious and 
uncommunicative (4) 


3. Mainland borough of 
New York City (5) 

4. .Ball, US TV 

comedienne, 1911- 
1989 (7) 

5. Absolute scale of 
temperature (7) 

7. Sour substance 
obtained from milk (6,4) 

8. Complementary 
principles of Chinese 
philosophy (3,3,4) 

9. Produced by contact 
of the two lips (8) 

13. Historical drama 
starring Glenda 
Jackson (9,1) 

14. Cellular material 
widely used in 
upholstery (4,6) 

16. Thin wheel with 
teeth which engage 
with a chain (8) 

19. State and peninsula 
in south-east Mexico (7) 

20. Shrub with fragrant 
yellow flowers (7) 

22. Extensive grassy 
plain in South America 
(5) 

23. Having a great 
extent from one side to 
the other (4) 

24. Abbreviation 
meaning of unknown 
authorship (4) 
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For sudoku answers 
turn to page 51 
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e-mail: jobs@hertsessexnews.co.uk 



TELEPHONE 



Contact our recruitment advisors on 


IN PERSON 


Hertford: 01992 526666 

Harlow: 01279 436231 

Bishop’s Stortford: 01279 506406 

www.hertsessexnews.co.uk 

Follow instructions online 

advertising@hertsessexnews.co.uk 

Taking care to give full contact details 

01992 526686 or 526687 

Giving advertisement and contact details 

The Media Centre, 

40 Ware Road, 

Hertford SGI3 7HU 



i 

W To register your CV on our fantastic 
free service simply log on to 

'I www.hertsessexnews.co.uk/jobs 


CVMATCH 


CV match is a unique on-line service 
dedicated to finding you the perfect job. 

...so while you get on with your life, 

CV Match are busy matching your CV 
against our fast growing database. 



THC Recruitment, based in Bishops Stortford, has been 
established for 14 years they are a specialist recruitment 
company their specialism to date has been working with 
clients and candidates across the whole range of 
Financial Services including Leasing and Motor Finance. 


THC has steadily grown over recent years and have 
become long term recruitment partners to many of the 
UK’s leading companies, as our reputation has grown so 
have requests from local companies to assist them in the 
commercial recruitment, to fulfil this need we are 


pleased to announce that the well known recruitments 
specialist Paula Wilkins has joined our company to head 
up a team of commercial recruiters sourcing temporary 
and permanent staff for role including Administration 
reception to Secretarial, Sales telesales to field sales and 
marketing Accounts -assistants to qualified accountants. 
Warehouse - forklift operatives to 
Distribution manager 

Prior to joining THC Paula spent 12 
years with KP Personnel and was the 
Branch manager prior to the 
company relocating away from the 
town, Paula looks forward to 
meeting local companies and 
restablishing old contacts and 
explaining our services. 




CURRENT OPPORTUNITIES 


Motor Finance - Field Sales 

Essex / Herts 

Basic £25,000 OTE £50,000 

Customer Account Sales 

Cambridge / Romford 

Up to £20,000 + £6,000 
commission 

Internal Sales Executive 

Harlow 

£18,000 OTE £25,000 

Customer Services 

Harlow 

£16,000 -£17,000 

Car Sales Executive 

Major Dealerships 

Harlow Docklands 
Chelmsford South 

Basic + commission OTE 
£30,000 + Car 

Car Service Advisors 

Major Dealerships 

Harlow/Chelmsford 

£18,000 + bonus OTE £20,000 

Warehouse Managers 

Royston 

£25,000 - £30,000 

Customer Service Exec 
Part-time and Full-time 

Bishop’s Stortford 

£14,000 -£15,000 

Receptionist 

Royston 

£13,000-£15,000 

Customer Service/Sales 

Order Processing 

Royston 

£15,000 -£16,000 

Fork Lift Drivers 
(Must have license) 

Royston 

£15,000-£17,000 

Warehouse Operatives 

Royston 

£12,000 -£14,000 


LOOKING FOR TEMP WORK - CALL NOW For more information talk to Paula 


Office: 01279 713 900 Mobile: 07720 708 852 Daula@thcrecruitment.co.uk 


THC Recruitment, Suite 1,15 Market Square, Bishop’s Stortford, Hertfordshire CM23 3UT 


FORTRESS SECURITY SYSTEMS LTD 

Fortress Security Systems is one of the leading 
companies carrying out work within the residential 
property maintenance sector. 

A position has arisen for an 

EXPERIENCED SERVICE 
ENGINEER 

to join our busy engineering team 
We are looking for an enthusiastic person who is 
good at working in a team but also confident to 
work off their own initiative. 

The successful candidate should have a good 
knowledge of fault finding with Door Entry 
Systems - the work is mainly in privately owned 
residential apartment blocks. 

A working knowledge of CCTV / automated gates 
and access control would be an advantage. 

If you feel you could fulfil the above role and would 
like to join our expanding company then please 
contact 

Angela Sledmere/Stephen Piper 
on 

01992 621005 
or 

email on anaelasledmere @btconnect.com 
www. fortress-security, co. uk 


FALCON HOUSE RESIDENTIAL CARE LTD. 

LITTLE HALLINGBURY 

require 

Part-time Experienced 
Day/Night Staff 

Required minimum standard NVQ Level 2. 
Please contact CATHERINE GARRETT 

01279 658393 


Drivers/Escorts/PCV Drivers 

3-4 hours weekdays only 
Good pay, benefits and vehicle 
provided 
(PCV Extra Pay) 

Caring, patient attitude needed for 
special needs school 
transportation 
Tel. 020 8447 1980 

We are equal opportunities, ISO 9001 and an 
Investors in People registered company 


FITTER 

REQUIRED 

For a busy plant hire company dealing in 
small tools and heavy plant. 

Candidate needs to have good 
knowledge of electrical, petrol and diesel 
machinery, and be willing to carry our on 
site repairs. 

Pay negotiable depending on experience. 

Please ring 01992 634666 



GRAPHIC DESIGNER 

Farecla Products Limited has been producing world- 
class surface finishing products for the automotive and 
marine-industrial sectors for over 50 years. We 
currently export to over 100 countries world wide and 
due to the continued growth of our business we are 
seeking a Graphic Designer to join our marketing team. 
Based at our modern, purpose-built headquarters in 
Ware, Hertfordshire, the role will primarily consist of 
print-based graphic design work - production of 
posters, process charts, flyers, large-scale exhibition 
boards, product packaging, brochures etc. Some 
limited web-based activity and supplementary admin 
may also be required. Working within the fast-paced 
environment of our marketing department, you will 
liaise with internal contacts as well as external clients, 
distributors and agencies to bring projects to 
completion to deadlines. 

As the ideal candidate you will be looking for an 
opportunity to establish your design skills and 
experience. A specific qualification in art/design is 
advantageous but not essential; however a strong 
interest in design is a must. You will be a flexible team 
player with excellent communication skills and the 
ability to produce high quality work to deadlines. You will 
be highly creative with a keen eye for detail, good 
understanding of the print process and solid, up to date 
technical skills. 

You will need to be comfortable with working on both 
Mac and PC with a good command of all Adobe 
programs and Quark Express. Web based experience 
including knowledge of HTML /Dreamweaver would be 
a bonus. 

In return we offer excellent opportunities, a competitive 
salary c£16,000 - £18,000 and a generous bonus 
scheme to the right person. 

If you are interested please forward your CV with 
covering letter and a portfolio where possible to: 
Mrs Yvonne Nice, Farecla Products Limited. 
Broadmeads, Ware SGI2 9HS. Closing date for 
applications is 30th November 2007. 


EXPERIENCED 
BOOK KEEPER 

required for busy farm 
office. 20 hours per 
week. Must have 
reasonable IT skills, 
flexible attitude and 
confident telephone 
manner. Salary and 
hours by negotiation. 

Please submit CV and 
covering letter to 
chris@sjfrederick.co.uk 
or to Mr C J Frederick, 
Farm Office, Temple 
Farm, Roydon, Essex, 
CM19 5LW. 


become a 
driving instructor' 


b 


»earn up to £30,000 RA - 

• no previous 
experience required 

• flexible local training 

• instructors needed 
nationwide 

Call NOW for more information 

freephone 

0800 840 3503 

or visit www.drivingschool.com 



3V2 year EU/UK driving licence required. Course fees apply. No more than 5 penalty points. 


BOROUGH OF 
BROXBOURNE 

www.broxboumegov.uk 


AN OPPORTUNITY TO HELP IMPROVE THE QUALITY OF LIFE IN 
BROXBOURNE 

FIELD FORCE OFFICER (Ref: 1 El ION) 

Salary up to £17,500 pa 

A vacancy has arisen for an enthusiastic team player to join our multi¬ 
disciplinary team of field officers dedicated to improving the local environment 
and street scene. 


Duties will include issuing fixed penalty notices for littering, dog fouling, 
undertaking minor maintenance work and responding to customer concerns, . 

Applications are welcome from candidates who must be computer literate and 
able to deal with the public in a firm, diplomatic way in some very difficult 
situations. 

ENVIRONMENTAL ASSISTANT (Ref: 1E050N) 

Starting salary up to £17,500 pa - review after 6 months 

Applicants are sought from individuals who wish to pursue a career in the 
environmental field. The post, which can be a stepping stone to more senior 
posts offers excellent training opportunities, including full external support to 
study for professional qualifications as well as a wide range of experience in a 
very busy section. 

The successful applicant will provide support in the management of the 
Council’s many front line environmental contracts and services. 

Applicants should have a degree in a relevant discipline, be computer literate 
(Microsoft Office) and able to demonstrate the best principles of customer 
care. A knowledge of any aspect of recycling and waste minimization 
initiatives would also be helpful. 

The benefits package includes flexible working hours where applicable, 
a full training and development programme, performance related pay, 
free membership of our local leisure centres and a final salary local 
government pension scheme. 

Apply to Personnel Services for further information and an application form to 
be returned by Friday 30th November, 2007 quoting the appropriate 
reference. 

Borough Offices, Bishops’ College, Churchgate, Cheshunt, Hertfordshire EN8 
9XQ Telephone Direct Line: (01992) 785509 Fax (01992) 626917 e-mail 
personnel@broxbourne.aov.uk website: www.broxbourne.aov.uk . Details of all 
job vacancies are listed on the Council’s website. 
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Tel: (01279) 506406 • Fax: (01992) 526686/526687 




The Green Man, Old Harlow 

Require a 

Full-time 

RECEPTIONIST 

Needs to be computer literate, 
40 hours per week, £6 per hour. 
Flexible hours. 

Contact: 

Craig Spurgeon or Laura White 

01279 442521 


TIRED OF COMMUTING? 

ACA or FCA/ACCA or FCCA required 
to manage a group of companies 
based in the construction industry. 
Head Office in Hertfordshire, we are 
a friendly operation. 

Salary circa £40k. Good prospects 
for career progression. 

Please write to 
PO Box No P5369 
Herts & Essex Newspapers Ltd. 

The Media Centre 
40 Ware Road, 

Hertford SG13 7HU 




CAREER OPPORTUNITY 

Our client, UBC, is a provider of high quality serviced 
office accommodation at many locations across the 
country. An opportunity has arisen at their business 
centre located at Stansted, close to the airport, for a 

RECEPTIONIST/ADMINISTRATOR 

The role, a permanent position, is varied and will include 
occasional courier duties to and from the airport; hence a 
full driving licence is essential. Excellent remuneration, 
career development and full training is available to the 
right person. So, if you are a friendly, motivated, team 
player who would like to work in a high profile customer¬ 
facing role, please send your CV to: 

Joan Brown at TD Group Ltd, Midsummer 
Court, 314 Midsummer Boulevard, Central 
Milton Keynes, Bucks MK9 2UB. Telephone 
01908 357759 or preferably email your CV to 
jsbrown@tdgroup.co.uk 

TD group is working in the role of employment agency 
and employment business to UBC who is an equal 
opportunities employer 


Holy Cross Catholic Primary School 

Tracyes Road, Harlow CM18 6JJ 
Tel No: 01279 424452. Fax no: 01279 421168 
Email: admin@holycross-pri.essex.sch.uk 

KEY STAGE ONE 
CLASS TEACHER 

Primary Mainscale 
Required: 07/01/2008 

Temporary Key Stage One Class Teacher required for two 
terms from January 2008. 

We are seeking to appoint an enthusiastic and motivated 
class teacher for our Year 1 class, for two terms. This post 
is being offered on a temporary basis but could become 
permanent. The successful applicant will join a team of 
hard-working, friendly staff with well behaved and 
motivated children. We are a well resourced school 
offering dedicated TA support and a commitment to 
professional development in an attractive and pleasant 
environment. Our school is located on the outskirts of 
Harlow within easy access to the Mil and M25. We 
welcome applications from practicing Catholics or 
teachers who are supportive of our Catholic ethos. 
Details from: The Headteacher. 

Closing date for applications: 06/12/2007 
Date for interview: 13/12/2007 



www.srs-products.co.uk 
19 Mead Park, Riverway, Harlow, Essex, 
CM20 2SE Tel 635500 
Email: personnel@srs-products.co.uk 

TRAINEE CADCAM 
PROGRAMMER / ENGINEER 

SRS design and manufacture mechanical 
hardware solutions for the control and 
communications market. We manufacture to 
a high level of quality as part of our ISO 
9001/2000 Approval. 

We are currently looking for a reliable and 
methodical person with an aptitude for 
reading drawings to fill the above vacancy. 
This person should be numerate, computer 
literate and accurate with data input. The 
person should also be able to produce clear 
reports and have a good telephone manner. 
It would be advantageous if the person had 
experience in Engineering/ Technical 
drawing and Machine shop practice. 

Please visit our website and submit an 
application on line under section headed 
careers or email/telephone. 


i 


Small but busy company urgently requires a 

FLEXIBLE 

HARDWORKING PERSON 

to assist full time with all aspects of the day to 
day running of our office. 

A sound knowledge of Word, Excel and Outlook 
and a pleasant telephone manner are essential 
as suitable applicants will be required to liaise 
directly with both customers and suppliers. 

Please apply in writing including CV to: 
Camglass Ltd, Little Hallingbury Park, 
Bishop’s Stortford, Herts CM22 7RR 


FULL TIME OFFICE/ACCOUNTS 
ADMINISTRATOR TO COVER 
FOR MATERNITY LEAVE 

Duties include checking and input of purchase 
invoices. Posting cash/payments to customer/ 
suppliers accounts. In addition to the above. You 
will provide general administrative support, 
answering the telephone and filing. 

The ideal candidate will have a minimum of two 
years office experience. A good telephone 
manner and PC skills are essential, along with a 
flexible attitude and willingness to work as part of 
a team. 

Please send your CV and covering letter with 
salary expectations to Cheryl Berner, Jonen 
Shipping Ltd, High Road, Thornwod Common, 
Essex CM16 6LP 
Or email to cheryl@jonen.co.uk 


NEW CAREER 
FOR THE NEW YEAR? 

TRAINEE NEGOTIATORS REQUIRED 


Do you have what it takes to become a top 
class sales negotiator? Are you keen and 
enthusiastic? Are you willing to work hard for 
superb rewards? Do you have a full driving 
licence? Do you want a fulfilling career? 

Yes? 


Call Danny Payton 01707-872000 



or send your CV to 

Kings Group, Tudor 
Lodge, Burton 
Lane, Goffs Oak, 
Herts EN7 6SY 


CARERS REQUIRED 

L 



Up to £8.15 per hour 

O 

N 

Our Harlow branch is currently seeking 

care workers to work various hours to 

D 

help elderly/disabled people to maintain 

their independence in their own homes. 

O 

We offer: 


N 

/ 4 weeks’ paid annual leave per 


annum 


/ Full training and supervision to 

C 

NVQ Level 2 

A 

No previous experience is necessary 

R 

but we would prefer to hear from 

people with their own vehicles. 

E 

If you think you may have what it takes 


to really make a difference; please call 

B 

on 01279 620 640 

Mon-Fri 9am-5.30pm or 

e-mail harlow@londoncare.co.uk 

More info on www.londoncare.co.uk 

c 

Reference: LC06 



For more information, call 01279 620640 

London Care Pic 

Setting Standards in Domiciliary Care 


London Care is an Equal Opportunities Employer| 


PPT/FORKLIFT DRIVERS 

Required for Christmas contract 
From 7th Dec 
7am - 7pm 
7pm - 7am 
1200 - midnight 
Good rates of pay 
Safety boots required 

A current PPT/Forklift certificate would be an 
advantage but not essential. 


SECURITY GUARDS 

Required for Christmas contract 
in Hoddesdon 
6am - 2pm 
2pm - 10pm 
10pm - 6am 
Starting 3rd December 
For moe information 
Please call Jenny on 01992 478933 
Mon-Fri (0830 - 5pm) 


LYNAR ENGINEERS (1998) LTD 


Harlow 

Require 


EXPERIENCED 

PRESS 

TOOLMAKER 


Telephone 01279 418604 


NCS Property Maintenance 

require an experienced 

DOMESTIC APPLIANCE 
ENGINEER 

QUALIFIED PLUMBING & 
HEATING ENGINEER 

Applicants must have a clean, full 
driving licence. 

For great rates of pay and holiday 
entitlement 

Please call Dave on 
01920 487 111 




CHEFS and KITCHEN 
ASSISTANTS 


WELCOME TO 
STANSTED AIRPORT 

'tyoccCl yneot ovteeni 


You’ll be cooking up the mouth-watering menu 
that ensures our guests have a really good 
time, every time they visit. And we’ll keep you 
happy with a cool salary, super rewards 
and full training - which means although 
experience is desirable, it’s not essential. 

Send your CV to mike.traszko@trgplc.com 
or Adrian Kidd, Stansted Airport, 
Terminal Building, Airside, 
Bassingbourn Road, Essex, CM24 8QW, 
or call Adrian on 07768 988873 

www.trgconcessions.co.uk 

j lrfaUu & ^ 


Give your career a lift 


CURVED STAIRLIFT 
TECHNICAL SURVEYOR 

Salary Range: £24k - £26k p/a 
40 hours per week 

Watford/North London Area 

This role involves liaising with 
customers regarding their stairlift 
requirements and carrying out on-site 
technical surveys, hand-drawing 
detailed diagrams of staircases to 
feed back to the Auto Cad system. 
COMPANY VEHICLE 

20 DAYS HOUDAY (PLUS BANK HOUDAYS) 
PENSION, HEALTHCARE AND 
CHILDCARE VOUCHER SCHEMES 

The suitable candidate will have excellent 
communication skills, as well as a high 
standard of presentation. You will be required 
to work away from home regularly, and the 
ability to measure accurately and convert and 
communicate images effectively is essential. 

□ ACORN n 

STAIRLIFTS **£,**» 


To apply, please submit your full CV to: 

recruitment@acomstairlifts.com 

0800 073 9844 

careers.acomstairlifts.com 

Acom Mobility Services Ud. • Telecom House 
Millennium Business Park Sleeton • West Yorkshire • BD20 6RB 


R A SWANN LTD 

require a 

PLANT/COMMERCIAL 

FITTER 

Based in Bishop’s 
Stortford area 
Excellent package for 
right applicant 

Tel. 01279 656404 or 
email 

robertswann@fsmail.ne 


HOUSEKEEPER/ 

CLEANER 

TOP RATES PAID. 

Required Monday to 
Friday, early start 
7.15am-2.30pm, Theydon 
Bois, driver preferred. 
Contact Barbara on 
barbara@bhal.co.uk or 

07768 863242 


RELIABLE 

LEAFLET 

DISTRIBUTORS 

Required in the Essex 
area 

Flexible hours 
Good rates of pay 

Phone 07796 281391 


SENIOR CARE ASSISTANTS 




Ashlyn 

Healthcare 


Required for our residential home in Harlow. 
NVQ Level 3 preferred. 

Flexible hours and good rates of pay. 

Please contact Julie Cox on 01279 868330. 



Excelcare are an Equal Opportunities Employer 


$ Aktrion ^ new printers 

MATERIALS HANDLING MANAGER 

Aktrion Group is a market leading organisation delivering 
outsourced services to the Print and Automotive industries 
operating in the UK, the US and Europe. 

We are proud to have been appointed as business partner to 
supply manufacturing support services to the world class 
newspaper printing facility being developed by Newsprinters at 
Broxbourne in Hertfordshire. 

We are looking for an experienced Materials Handling 
Manager to manage supply chain processes which will involve 
transport, stock control and warehousing. In addition to this 
you will be responsible for ensuring structures are in place to 
monitor the flow of newsprint and materials. 

The ideal candidate will have previous experience in 
performance evaluation, logistics, business management and 
information systems; you must be able to demonstrate good 
communication skills at all levels along with excellent IT 
expertise. 

For further information or to submit your CV, please contact 
Stephen Brady stephen.brady@aktrion.com 

Aktrion, Ability House, Brooker Road, Waltham Abbey, 
Essex EN9 1JH Tel: 01992 712229 Fax: 01992 767145 

Only successful candidates will be contacted 


A 

Why wait until the New Year for that 


fresh new start? 


• 

Pick up the phone today and talk to 


one of our friendly consultants here at 
Impact Recruiting! 



Classified Sales Person 
Negotiable 
Epping, Essex 

Exhibition Sales Person 
Negotiable 
Epping, Essex 

Web Editor 
Negotiable 
Epping, Essex 

Deputy Editor 
Negotiable 
Epping, Essex 

Business Intell. Analyst 
£30k - £58k 
Harlow, Essex 

Mail Finishing Market & 
Product Manager 
£45-£58k 
Harlow, Essex 

Administrator 

£14k 

Bishop’s Stortford, Herts 

General Factory Worker 
Temp & Perm £12k 
Bishop’s Stortford, Herts 

Ground Hostess 
£17k 

Stansted, Essex 

Customer Service 
£15.5k 

Elsenham, Essex 


Call Centre Operator 
£13k-£15k basic 
Bishop’s Stortford, Herts 

Area Sales Advisor 
Negotiable 
Harlow, Essex 

Product Support 
£18.5k 

Elsenham, Essex 

Analyst 

£14k 

Harlow, Essex 

Account Manager 
£20k - .25k 
Harlow, Essex 

Account Manager 
Negotiable 
Harlow, Essex 

Fitter/Driver 
£17k - £20k 
Enfield, Essex 

Finance and IT Mgr 
£35k negotiable 
Saffron Walden, Essex 

Recruitment Cons 
Negotiable + commission 
Sawbridgeworth, Herts 

Airfreight Operator 
£19k + benefits 
Bishop’s Stortford, Herts 


Telephone Consultant 
£14k + OTE up to £24k 
Harlow, Essex 

Mech & Elec. Design 
Engineer Bdg Service 
Negotiable 
Hertfordshire 


Logistics Team Leader 
£20k - -23k 
Stansted, Essex 

Travel Consultant 
£15k 

Stansted, Essex 

PA Secretary 
£23k 

Bishop’s Stortford 

Leisure Sales Executive 
£16k - £20k 
Hertford, Herts 

Senior Graphic Designer 
£27k 

Harlow, Essex 

IT Recruitment Con. 

Neg up to £30k basic 
Chelmsford, Essex 

Bought Ledger Clerk 
£12k - £14k 
Loughton, Essex 

VNA/Forilift 

Temp 

Local Locations & Thurrock 


For further information on any of these 
vacancies visit www.impactrecruiting.co.uk or 
contact us on 01279 725 075 or email 
info@impactrecruiting.co.uk agy 
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WINDOW CLEANER required 
locally. Experience not 
necessary as training provided. 
Must have own vehicle. £700 
per week to start. Great 
opportunity to increase to £800 
per week plus. 0208 502 9157 
anytime. 


EXECUTIVE PA? Gain the 
certificates you need. Call 
Pitman 01279 466200 
BOOK KEEPING / SAGE? 
Learn the skills you need NOW. 
Call Pitman on 01279 466200 
WINDOW CLEANER With car 
required, 07939 081434 


SELF EMPLOYED COURIERS 

required Monday to friday in 
post code areas SGI2, SG10 
and CM18. own car, telephone 
and driving licence essential, 
parcel volume may vary. Please 
call 0800 169 1974. Quoting 
Ref: TNT1245, or apply online 
at www.tntpost.co.uk under 
delivery jobs. 


Temporary Reporter 

Based at our Bishop’s Stortford office 


The Herts and Essex Observer is seeking a 
journalist to join our talented and busy team 
of reporters based in our office in North 
Street, Bishop’s Stortford, on a short-term 
basis. 

This position is offered on a maximum three- 
month contract and we would be happy to 
accommodate two people working part-time on 
a job-share basis. 

The Observer is the market-leading, paid-for 
paper covering Bishop’s Stortford, 
Sawbridgeworth, Great Dunmow, Saffron 
Walden, Stansted Airport and all villages in 
between. 

This is a post for a person(s) with enthusiasm, 
drive and ideas, as well as the ability to 
generate their own stories and to produce 
crisp, clear and concise copy. 

We pride ourselves on recruiting the best 
people and pay industry leading salaries. We 
also offer 25 days holiday pro rata per year and 
on the job support. 

In the first instance, please phone the editor, 
Paul Winspear, on 01992 526616 or email him 
at winsp ear p@hertsessexnews.co.uk 

Closing date for applications is Friday, 
November 23, 2007. 


Herts & Essex 
Newspapers Ltd 


We are a leading 
national 
newspaper 
publisher and a 
member of lliffe 
News and Media. 
Our titles include 
The Advertiser 
Mercury, Observer 
and Star Series 


Observer 

MERCURY 

Star 

^Advertiser 


It is the company’s policy to employ the best qualified 
personnel and provide equal opportunity for the advancement 
of employees including promotion and training and not to 
discriminate against any person because of sex, race, 
pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade union memberships 


Field Sales Executive 

Based at our Hitchin office 


Herts & Essex Newspapers has gained a 
reputation for delivering quality news 
coverage and advertising that provides 
results for our valued clients. We are now 
looking for a Field Sales Executive to work as 
part of a small, friendly team selling 
advertising to existing and new clients across 
the area. 

This position would suit an outgoing individual 
of any age that enjoys talking to customers face 
to face. Candidates must be customer focused, 
organised, trustworthy and feel confident 
speaking with all kinds of customers. Although 
helpful, experience in sales is not necessary, 
but the ability to talk to and deal with people at 
all levels is essential! Full and ongoing training 
will be provided. 

We pride ourselves on recruiting and 
developing the best people and pay industry 
leading salaries plus target related bonuses. 

We also offer 25 days holiday per year, on the 
job support and training, company car, career 
development and the usual benefits you’d 
expect from one of the country’s leading media 
businesses 

To request an application pack please call 
Nicole Want, Personnel Administrator, 
during normal office hours on 01992 526551. 
Alternatively, please e-mail 
wantn@hertsessexnews.co.uk 


Herts & Essex 
Newspapers Ltd 


We are a leading 
national 
newspaper 
publisher and a 
member of lliffe 
News and Media. 
Our titles include 
The Advertiser 
Mercury, Observer 
and Star Series 


^Advertiser 

Observer 

MERCURY 

Star 


It is the company’s policy to employ the best qualified 
personnel and provide equal opportunity for the advancement 
of employees including promotion and training and not to 
discriminate against any person because of sex, race, 
pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade union memberships 


Administration Assistan 

Maternity Cover 
Commencing January 08 


IPI 


Herts & Essex Newspapers has gained a 
reputation for delivering quality news 
coverage and advertising that provides 
results for our valued clients. Due to 
maternity leave we are now looking for an 
Administration Assistant to work as part of a 
small, friendly team in our advertising 
department for a fixed term contract for up to 
6 months. 

The position involves the booking of 
advertisements to deadlines therefore 
requirements are good keyboard skills, 
attention to detail, accurate spelling and a 
good command of the English language. 

Working within a busy, friendly environment, 
the successful candidate will receive full 
system training, and a competitive 
remuneration package. 

We also offer 25 days holiday per year pro 
rata, on the job support and training, potential 
career development should a permanent 
position become available. 

To request an application pack please call 
Nicole Want, Personnel Administrator, 
during normal office hours on 01992 
526551. Alternatively, please e-mail 
wantn@hertsessexnews.co.uk 


Herts & Essex 
Newspapers Ltd 


We are a leading 
national 
newspaper 
publisher and a 
member of lliffe 
News and Media. 
Our titles include 
The Advertiser 
Mercury, Observer 
and Star Series 


Observer 

MERCURY 

Star 

//^Advertiser 


PA TO PARTNER/ADMINISTRATOR 

G E Sworder & Sons, one of the country’s leading Fine 
Art Auctioneers, 

The successful candidate, to be based in our Stansted Mountfitchet 
auction rooms, should be comfortable with the leading office 
software, possess accurate keyboard skills (min 70 wpm), be a 
flexible team member and be able to work on their own initiative. 

The role will include front of house duties, therefore candidates will 
also require excellent telephone and reception skills. 

This important position will offer a varied and interesting role in our 
rapidly expanding business, salary commensurate with experience. 

Please send CV with hand-written covering letter to: Jane 
Watkins, G E Sworder & Sons, 14 Cambridge Road, Stansted 
Mountfitchet, Essex CM24 8BZ 



OCEANIC RESOURCES INTERNATIONAL 


Operating from offices in the UK and Dubai, Oceanic Resources International specialise 
in recruitment for the shipping, freight and logistics sector. Established in 1991, we have 
built a reputation with our clients based on the quality of service we provide. Following an 
extremely successful period, we are currently looking to recruit for the following positions 
in our Ware office: 

5 x TRAINEE RECRUITMENT CONSULTANTS 

Basic Salary + commission - first year OTE £18k - £25k 

We will provide comprehensive training in all aspects of recruitment and executive search 
procedures including sourcing, screening, client negotiations and client management. 
Personality is a must, you will be extrovert, confident and heavily motivated by money, the 
desire to work to and achieve targets is essential. You will also require enthusiasm, 
persistence and charm, attributes that cannot be taught. Sales or recruitment experience 
would prove beneficial although applicants from any background will be considered. 

To apply e-mail CV to Russell Quinton or Barney Weston to 
info@oceanicresources.com 
Telephone 01920 468811 


It is the company’s policy to employ the best qualified 
personnel and provide equal opportunity for the advancement 
of employees including promotion and training and not to 
discriminate against any person because of sex, race, 
pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade union memberships 


AVON REPRESENTATIVES 

needed, all areas, good 
commission. Minimum outlay. 
Nicky 07947 61997901707 

879949 


EXECUTIVE PA? Gain the 
certificates you need. Call 
Pitman 01279 466200 


EXPERIENCED access control 
installers and/or electricians. 
Permanent or contract. Full 
driving licence. Based in Hitchin 
covering SE England. Up to 
28k. Contact Katrina at TTM Ltd 
on 01438 750085. 

BOOK KEEPING / SAGE? 

Learn the skills you need NOW. 
Call Pitman on 01279 466200 


PLANT DISPLAY 

TECHNICIAN required to 
maintain office plant displays in 
London, Essex, Herts. Previous 
experience not essential. Write 
enclosing CV to Brian 
Anderson, Planteria, Chigwell 
Row Nurseries, Gravel Lane, 
Chigwell, IG7 6DQ. 


STUCK IN A 

DEAD END JOB? 

The average salary in IT is 

£38k 


We train you to acquire valuable 
skills & IT industry qualifications. 
CJ V I 11 97% of students trained by Advent 
have been offered jobs. 

0800 138 1419 For a free brochure (quote ref: HEO) 




G M Briton (Public Works) Ltd 

require 

STREET LIGHTING COLUMN ERECTORS 
GROUNDWORKERS AND LABOURERS 

Physically able to carry out the installation of 
street lighting equipment and associated 
trenching works. Additional experience and 
abilities recognised. Training provided to a 
nationally recognised qualification. 

Wages offered from £297.50 to £538.75 per 
week, rising to over £700.00 with overtime 
and productivity bonuses (initial wage offered 
will reflect experience and ability). Current Driving 
Licence (No DRIOs within last five years). 

Apply for an application form: 

By email to: personnel@qmbriton.co.uk 
or by telephone: 01279 450450 

G M Briton (Public Works) Ltd 
Temple Bank, River Way, Harlow, Essex CM20 2DY 


r. 


Rye Street Coachworks Group 


THE COMPLETE ACCIDENT REPAIR SERVICE 

The Leading Independent Accident 
Repair Group in Hertfordshire. 
Branches in Broxbourne, Cheshunt, 
Bishop’s Stortford and Haverhill. 

Hard work not appreciated? We currently 
have vacancies for: 

• SKILLED BODY 
FITTERS 

At our Broxbourne Site. 

We offer the best rates of pay for quality 
staff, excellent facilities and a superb 
working environment. 

Would you like to become part of the Rye 
Street, team? All enquiries will be treated 
with complete discretion. 

Call us today 0845 402 3125, 
option 1 

S. www.ryestreetqroup.co.uk J 



Roydon, including High Street area 

Kingsmore, including Moorfield ares 

Potter Street, Passmores, including 
Shawbridge and Barn Mead 



Simply give our distribution team a call on 01582 390365 
or fill in the coupon below: 

Name. 

Full Address. 

Return to: 

Suite One 

28 King Street, 


Post Code. 

Telephone No. 

Age (if under 16). 

Luton, Beds 

LU12DP 


We're waiting to hear from you! 
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St Luke’s Catholic Primary School 

Pyenest Road, Harlow, Essex CM19 4LU 
Tel: 01279 423499 

MID-DAY ASSISTANT 

Term-time only, Monday to Friday 
For 6.25 hours per week. 

Band 1, point 4 + Outer Fringe Allowance (pro rata) 

We require a motivated and enthusiastic person to join our team as a mid-day 
assistant, to supervise and assist our children during the lunch-time period. 
Please contact the Headteacher for an application form and further information. 
Previous applicants need not apply. 

Closing date: 7th December 2007 


Fast Track Couriers Ltd 

OWNER VAN DRIVERS REQUIRED 

Large/medium vans only (no small 
vans) - no vans older than six years 
High earnings potential for right 
applicants (experience not essential) 

Please ask for Andy 

EXPERIENCED SAME DAY 
COURIER CONTROLLER REQUIRED 

Full time permanent position 
All applications in strictest confidence 

Please ask for Ian Smith 

01279 771779 


A* OReliance 

S-E-C-U-R-l-T-Y 

STATIC SECURITY OFFICERS 
REQUIRED FOR LOGISTIC 
DEPOTS 

SECURITY CAREERS WITH BIGGER REWARDS 

Vacancies in Hoddesdon, Waltham Abbey, Buntingford and A10 Corridor. 
Salary starting from £6.95p/h = £20,300p/a. 

Experience in Supply Chain Security is desirable although not essential as full training 
will be provided. 

A checkable employment history is essential along with a passion for delivering excellent 
customer service. 

A £250.00 bonus will be paid to new employees with an SIA licence. 

At Reliance Security we have a commitment to invest in our people and can offer a 
range of extensive benefits: 

• Fully funded SIA Licence • Wide range of additional voluntary benefits 

• £250 bonus paid if licence already held and discount scheme 

• Subsidised health scheme • Significant internal promotion opportunities 



NURSERY 

MANAGER 

required at 
Hertfordshire Day 
Nursery - ideal for 
a Senior Nursery 
Nurse or Deputy 
looking for career 
progression. 

Contact 
07919 828003 


HGV CLASS 
2 DRIVER 
REQUIRED 

Must be 

experienced with 
plant 

Good rates of pay 

Ring 

01277 364444 
or 07770 896581 


“Sisfiop's Stortjord Coffege 

PART-TIME CLEANER/ 
GENERAL ASSISTANT 

Commencing January 2008 

07.00-12.00hrs Mon-Fri 
+ term-time Saturdays: 07.00-10.OOhrs 

(Some lifting involved) 

For further information please 
telephone 

01279 838671 

(Appointee subject to Disclosure) 


Hargrave House 

Residential Care Hotel for Senior Citizens 

STAFF REQUIRED 

Residential Care Home for the Elderly in 
Stansted Mountfitchet, requires responsible 

Night Carer 
Day Carer 

Contact Mrs Carol Tubby on 

01279 817272 

For information about the job that may suit 
you 

www.ScimitarCare.co.uk 
Subject to CRB Enhanced Disclosure 
Certificates - www.crb.gov.uk 



L>Zbj Nursery 

We are looking for the 
following individuals to 
support our teams within 
our Harlow Nursery - 

Part time experienced 
Administrator 

Kitchen Assistant / 
Nursery Assistant 

For further information or an 
application form please 
contact: 

Kelly Walker-Reid on 

01279 626111 


• Company sick pay scheme • Paid holidays 

• Pension scheme • Free training and uniform 

So if you’re ready for a faster moving career, move fast. 

For an immediate interview please 
call 0871210 22 85. 

www.reliancesecurity.co.uk 



CARE STAFF 

EXPERIENCED CARE 
STAFF REQUIRED FOR 
CARE HOME IN EPPING 

Good rates for the 
right people 

Please contact 
Manager or Deputy 
01992 573117 


EXPERIENCED 

GARDENER 

Required (Broadley 
Common) 

Fit person to look after 
gardens 

Two/three days per 
week 

Telephone 

07836 263236 


Observer mercury 
Star ^Advertiser 
GROUP OF NEWSPAPERS 


DATA ENTRY/ 
ACCOUNTS CLERK 



Based at our Epping dealership. The successful applicant for this position 
will need to have some IT knowledge with good communication skills 
and the ability to work as part of a team. 

Full training will be given. 

Please apply to Arwa Alibhai on 01279 652214 Ext. 276 
Closing Date : 7th December 2007. 


www.gates.co.uk 


established 1920 
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ANGELS AT PLAY DAY 
NURSERY IN HIGH WYCH 

Has vacancies for a 

FULL AND PART-TIME 
NURSERY NURSE 

(NVQ level 2 or 
equivalent) 

and 

APPRENTICE/ 
NURSERY ASSISTANT 

To apply please contact 
the Nursery Manager 

01279 725275 


GRAPHIC 

DESIGNER 

EPPING, ESSEX 


We are Britain's leading supplier of workshop ~ 
equipment selling to most of the big retailers of 
DIY and professional tools and equipment. 

Within our in-house design team, you would be 
creating artwork for full colour boxes, sleeves 
and blister packs, plus press advertisements and 
product literature. 

At least 3 years packaging/graphic design 
experience is essential and some knowledge of 
packaging construction/engineering would be 
an advantage. 

To enjoy an attractive salary package and an 
excellent working environment please phone, 
email or post your details to Ross Burnard today. 


Hemnal1 Street, Epping, Essex CM16 4LG 
Mill ISIS Tel: 01992 565300 
INTERNATIONAL email: ross@clarkeinternational.com 


f We are Britain’s leading manufacturer of electrical)\ 
mechanical power products, supplying a wide 
range of markets including DIY, Automotive, Industrial 
and Export worldwide, and due to continued 
expansion now hove the following excellent career 
opportunities within our marketing team: 


MARKETING EXECUTIVE 

EXCELLENT SALARY + BENEFITS 


This exciting marketing communications role * 
includes responsibility for promotions, literature, 
advertising, PR, web site and campaign 
development across our extensive product range 
and diverse customer base. 

To qualify you should have at least 2-3 years 
proven experience in a similar B2B role and be 
keen to further develop your career within a 
progressive marketing led company. 


PRODUCT MARKETING 
EXECUTIVE 

EXCELLENT SALARY + BENEFITS 


Working with our designers, buyers and technical 
writers you will be responsible for bringing to market 
further ongoing additions to our product range. 

This position involves particular emphasis on 
copywriting, packaging and market analysis for 
new products for both our UK and USA markets and 
requires at least 2 years product marketing 
experience. You will be in daily contact with 
suppliers worldwide as you progress new lines from 
sample to fully own-branded stock. 


For a highly attractive salary package and to 
enjoy an excellent working environment within our 
superb head office in central Epping please send 
your career details to Ross Burnord. 


l fe Uiiilvik Hemnall Street, Epping, Essex CM164LG 
Mill HIS Tel: 01992 565300 
INTERNATIONAL email: ross@clarkeinternational.com 


URGENT 

HGV I 
DRIVERS 

REQUIRED 

Immediate starts. 
Long term on going 
contracts all over Essex 
and London. 
Excellent money and 
uniform provided. 

Tel: 

01245 344455 

also register online 
www.prodrivegroup.com 


STEWARDS SCHOOL 

Parnall Road, Harlow, Essex CM18 7NQ 
Tel: 01279 421951 Fax: 01279 435307 

Headteacher: Ms R Murthar No. of pupils 985 

Monday to Friday. Term Time Only PLUS 5 holiday closure days 

(pay is in 12 equal instalments) 

STUDENT SUPPORT ASSISTANT 

37 HOURS PER WEEK 

8.30am to 4.30pm, excluding lunch break 

Band 2, upper range, points 14-16, commencing at £13,390 pa 

Essential requirements: exceptionally high level of computer/keyboard 
skills along with a wide range of secretarial experience; ability to 
communicate effectively with pupils, parents, staff and other 
professionals; good sense of humour and a commitment to teamwork. 

If you have endless energy, thrive on variety and enjoy a fresh 
challenge every day, then we look forward to hearing from you. 

Telephone or fax the Personnel Officer for details. 

Visits to the school are very welcome. 

Stewards School is committed to safeguarding and promoting the 
welfare of young people. 

Closing date: Friday 7th December 2007 

Interviews will be held before end of term. 


Tecserv Ltd 

require a 

PHOTOCOPIER INSTALLLER/DRIVER 

Full training given 

Must be over 21 (for insurance purposes), 
must hold full clean driving licence 
(minimum one year). This job involves 
heavy lifting. 

Please contact Tom 01279 453444 


LOOKING FORA POSITIVE CAREER 
CHANGE?THEN LOOK NO FURTHER! 

Is it time for you to feel passionate about the job that you do and the Company 
you work for? Do you want to make a positive contribution to other people’s 
lives? If so, LighterLife could offer you the rewarding challenge you are looking 
for. 

LighterLife is a rapidly expanding national weight loss and weight 
management Company with a Central Office in Harlow, Essex. 

Due to our phenomenal rate of growth we are currently recruiting for the following 
vacancies at LighterLife: 

Magazine Co-ordinator 

£20.000 - £25.000 + benefits 

An excellent opportunity has arisen to manage the successful LighterLife consumer 
magazine which is targeted at both clients already on the LighterLife Programme as well 
as those with an interest in healthy living. 

You’ll be responsible for managing all communications and processes between 
LighterLife and the magazine Publishers within agreed timelines. This involves liaising 
between editorial staff and LighterLife’s editorial board, researching and managing 
content for the magazine, and working on special projects such as consumer events and 
launches.You will also manage the quarterly newsletter which LighterLife sends out to 
its nationwide base of weight-management counsellors. 

If you think you are a suitable candidate you will need to have: 

• Experience of working with a magazine, or coming from a productions background. 

• The ability to work under pressure in a fast paced environment managing a busy 
workload whilst delivering to agreed timescales. 

• Great organisational and coordination 
skills with excellent attention to detail. 

• A confident, assertive and articulate manner. 

• Experience of managing a budget. 

Co pywriter 

£25.000 - £35.000 + benefits 

This is a new role working with our senior 
external writer to develop LighterLife 
Programme materials from the initial brief, 
including research to writing and editing content. 

The role requires sound analytical skills to enable 
you to interpret and explain the psychological 
issues around obesity and weight management to 
a wide audience, as well as an ability to ‘think 
outside the box’ and write creatively whilst 
maintaining brand and commercial awareness. 

If you feel you would like to apply for this 
exciting new role within our Programme 
Department, you will need to have: 

• A minimum of six years’ experience of 
writing both consumer and corporate 
content. 

• Experience of writing for websites as well as 
the ability to adapt writing style to suit the 
needs of the audience. 

• Editing, proof-reading and desk research 
skills. 

• Flexibility to work across different areas of 
the business. 

• The ability to work under pressure to meet 
tight deadlines and work as part of a team. 

If you have experience of health, weight 
loss and/or the lifestyle market this would 
be an advantage when applying for 
either position! 

Closing date for applications: 

Friday 30th November 2007 



We offer competitive 
salaries, a performance 
related bonus scheme, 
private healthcare, a 
stakeholder pension 
plan and life assurance 
cover, as well as 
flexible working hours 
and exciting career 
development 
opportunities. 

If you are a highly 
motivated self-starter 
with a passion to make 
a difference, the ability 
to be innovative in 
approach and with the 
desire to make your 
job your own, then we 
would like to hear from 
you. 

For further information 
on how to apply for 
detailed job 

specifications, please log 
on to our website at 
www.lighterlife.com and 
visit the corporate page. 
Alternatively, contact the 
HR department on 
01279 636 998 ext 3009 
to discuss these exciting 
opportunities in total 
confidence. 
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Harlow based Company 

WEEKEND COOK 
REQUIRED 

To run a busy kitchen from 6am to 1pm 

Please telephone 07852 195952 


NEWSPAPER 

DELIVERER 

Reliable person required 
immediately. 5am start. 
Bishop’s Stortford, 
Sawbridgeworth and 
surrounding areas. 
Good rates of pay. 
TELEPHONE 
01279 739357/ 
07872 634720 


Earn £50 to 
£300 per week 

Full or part time 
(hours to suit) 

Suit business minded 
people. 

For free information pack 

Tel: 0800 0086584 

www.cheques4u.co.uk 

minimum outlay 


LEGAL 

SECRETARY 

Learn the skills with 
Pitman Training 
You could be in a 
new career by the 
spring! 

CALL 

Tel. 01279 466200 


Oakmont 

construction excellence 

Oakmont Construction is a vibrant expanding 
business with an impressive portfolio of Residential 
and Commercial projects in Central London and the 
South East. 

Due to continued growth we have job opportunities 
for the following: 

• Assistant Quantity Surveyor 

• Quantity Surveyor 

• Site Manager 

• Project Manager 

Please apply in writing enclosing your CV 
To: Oakmont Construction Ltd 

Unit 26, Stort Mill 
River Way 
Harlow 

Essex CM20 2SN 

Email: enquiries@oakmontconstruction.co.uk 
For further information about our company please 
visit our website www.oakmontconstruction.co.uk 


HAIR 

EXPRESS 



FULL & PART TIME STYLISTS 


1ST FLOOR, BHS, 24 HARVEY CENTRE, HARLOW 

OUR STYLISTS ARE KEY TO OUR SUCCESS. 


■ They always make sure their customers look & feel great 

■ They’re always motivated & enjoy what they do 

■ They always work as a team & rise to the challenge 
If you want to be one of them, & you’re competent in 
cutting & colouring techniques 

call Helen on 07733 308738 today. 

In return we offer an excellent salary, bonuses, on-going 

training & career. 

www.hairexpress-uk.com 


Membership Adviser 

18k Plus commission 

Challenge Active is very close to 
opening its Phase 2 fitness 
Development. 

If you are pro-active, task 
focused, outgoing and 
enthusiastic, able to work alone or 
within a team: 

Please call 07973 210309 
or write to: Wayne Till, 
Challenge Active, London 
Road, Spellbrook, 
Bishop’s Stortford CM23 4AU 


Dorringtons the Bakers require 

A FULL TIME 

MANAGER 

For our busy retail branch in 
Sawbridgeworth. 

Monday to Saturday, day off during the week. 

Some management experience and customer 
service skills required. These will be 
enhanced by full in-house training. 

Please apply to Dorringtons Ltd 

Tel: 01279 722375 


ASHLYNS GROWERS and PRODUCERS LTD 

Require a 

Full Time Administrator/Telephonist 

to collate and process orders from our 
schools and catering customers. 

The successful applicant will have a polite 
telephone manner, be flexible and well 
organised. A basic knowledge of Sage 
Line 50 is desirable although training will 
be given. Own transport essential. 

For further details please call 

01277 890821 


St Mark’s West Essex £3^, 
Catholic School 

Tripton Road, Harlow, Essex CM18 6AA fnh " FK " 

SCHOOL CLEANERS 
REQUIRED 

Hours between 6.00am to 8.00am or 3.30pm to 5.30pm 
Monday to Friday 
10 hours per week 

Rate of pay approx £6.49 per hour including fringe 
allowance 

Please telephone Mr N Ireland, Site Manager, 
for further details on 01279 421267 


Do you want to work part time in the evenings? 
If so, we are a growing Foodservice Business 
who require part time staff to work in our busy 
Coldstore. 

Working any night of the week from Sunday to Friday with a 
combination of as many evenings as you like, we have a number of 
shifts available ranging from 4 hours to 8 hours with starting times 
from 17.00 hrs and every hour after depending on availability. 

You will need to be able to accurately pick customers orders and 
work as a team. 

Full training will be given on our Voice controlled Picking System 
along with a protective Coldstore uniform. 

Telephone for application form 
01279 692000 



KSTAOMSMKO 11104 


Arthur Branwell 


LABORATORY TECHNICIAN 

A long established Company based in 
Epping, specialising in the processing of 
natural food ingredients and hydrocolloids 
is seeking an enthusiastic person to join a 
small technical team as Laboratory 
Technician. Reporting to the Laboratory 
Supervisor, the successful applicant will 
be responsible for the testing of raw 
materials and finished product using 
methods conforming to ISO 9001 
procedures. 

They will also be responsible for 
equipment calibration requiring good 
record keeping skills. Experience of 
working in a laboratory environment 
together with a scientific background is 
necessary. Some practical food chemistry 
experience is preferred, but not essential 
as appropriate training will be given. 

An attractive salary and benefits package 
available to the right candidate. Please 
send your CV in the first instance to Miss 
Jenny Mayes, Technical Manager, Arthur 
Branwell & Co Ltd, Bronte House, 58-62 
High Street, Epping, Essex CM16 4AE. 




Dive straight into your dream career 


Travel Consultants - Long Haul Destinations 

£11,000 plus excellent commission + travel concessions • Full time opportunities • Harlow 

Life's a whole lot more exciting when you're working for Thomson. Hardly surprising, really, given that we're in the business 
of making people's dreams come true. Part of the World of TUI, we've been delighting customers for as long as we can 
remember with unforgettable holidays in the world's most exotic locations. Now we're looking for new Travel Consultants to 
help us create the holiday of a lifetime for thousands more. 

Based at our specialist travel centre in Harlow, you’ll put together tailor-made long-haul holidays for people all over the 
country. Operating through such brands as Thomson Tailor-made and Thomson America & Canada, it will fall to you to 
inspire travel agents and customers alike with your passion for travel. 

You could be a recent college leaver. You might be someone with previous experience of sales or the travel industry. You 
may even have picked up a qualification in travel and tourism along the way. Whatever your background, you'll have a 
passion for people and a keen interest in travel. A good knowledge of worldwide geography including Far East, Africa, 
America, Canada and Indian Ocean would be advantageous. 

In return we'll give you a basic salary of £11,000 plus uncapped commission, excellent benefits and great training. Hours are 
an average of 37.5 per week including weekends on a rota basis. 

If you're ready and eager to rise to this challenge, please send a copy of your CV and a covering letter to Kim Compton, 
3rd Floor Field House, Station Approach, Harlow, Essex CM20 2EW or email: kimcompton@s-h-g.co.uk 

Sales and Service Co-ordinators 

Up to £13,000 plus excellent benefits • Harlow 

We currently have opportunities to join our expanding Pre Departure Service team. You will act as initial contact for both 
direct clients and travel agents on pre departure issues. You must be able to maintain a high level of customer service no 
matter how busy it gets. 

We also have Sales Support roles available, you will be responsible for carrying out the administrative duties required to 
support our sales and PDS teams. 

Ideally, you’ll have some experience in the travel industry, but this isn’t essential. In return we’ll give you a basic salary of up to 
£13,000 plus excellent benefits for full time roles on an average of 37.5 hours per week including weekends on a rota basis. 

To apply, please send your CV and a covering letter to; Kim Compton, Thomson Holidays, Field House, 

Station Approach, Harlow, Essex CM20 2EW, or email kimcompton@s-h-g.co.uk 


Do you have 

Raised Cholesterol? 

but are otherwise in good health 

WOULD YOU LIKE TO TAKE PART IN MEDICAL RESEARCH? 

On this occasion we are looking for men, or women of non 
child bearing potential, who have a raised Cholesterol level. 
If you participate in this trial you will be compensated for your 
time and inconvenience. Travel expenses will be reimbursed. 
If you are interested or would like more information please 
phone Judy on 

01223 296143 
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DOMESTIC CLEANERS 


Urgently required 

Harlow based 

*Various shifts available *37 hrs per week 
*Overtime available *Permanent positions 
*Competitive salary and benefits 
Immediate start available (subject to references) 
Ref: Har004 


Please call Kelly on 01279 444777 or email 
kelly.satchell@berryrecruitment.co.uk 

Berry Recruitment (Agy) is an equal opportunities employer. 


Cornerstone Trust is looking for an 

EXPERIENCED ADVOCATE F/T 

(Learning Disability Specialism) 
to join a small team working in West Essex 
from our Harlow office base 
Cornerstone is a Christian charity seeking 
to Improve Quality of Life 
through Practical Action 
Contract initially to April 09 
Phone or email for an application form 
Closing date: Tuesday 4th December 07 
Interviews to be held w/c 10th Dec 

Tel: 01279 415 871 

Email: admin@cornerstonestrust.ora.uk 
Registered charity in England No: 1071393 


PASSMORES SCHOOL & TECHNOLOGY COLLEGE 
Tendring Road, Harlow, Essex CM18 6RW 
Telephone No: 01279 770800 
Fax No: 01279 445515 


Required January 2008 

ACCESS CENTRE MANAGER 
Salary Band 4 point 26-30 
£17,840 to £20,385 
35 hours per week, 

40 working weeks per year 

We are seeking an enthusiastic and 
dedicated person to manage our 
Access Centre (Learning Support Unit). 
The Access Centre supports students 
who have emotional or behavioural 
difficulties and is an important part of 
the “outstanding” inclusion team at 
Passmores (OFSTED). 

Minimum requirements: Appropriate 
Education, experience of working with 
young people in any setting. 

For application forms and further 
information please contact 

The Business Manager 
Mrs J. Cottle - 01279 770826 

Closing date for return of application 
form First Post on 
Monday 3rd December 2007 



Seasonal Staff Required 

Food Hosts 


Set dates & times - 
, 


***** 

Capital Group 

Recruiting Excellence 


Training given 

For further information 

Please call 

01279 508632 


HADHAM ENGINEERING 

Require 

SITE FIXER 

To erect steel structures and 
architectural metalwork. Must be 25yrs+ 
and have at least 5 years experience. 
Must have a clean current driving 
licence. Company van supplied. 

SITE FIXERS MATE 

Duties will be to assist the site fixer with 
all aspects of architectural and 
structural steel work installation. CSCS 
card will be required. Drivers licence an 
advantage. 

Please ring 01279 757834 

for application form. 


NAIL TECHNICIAN 

Required for High Street salon near Hertford. 
Commencing in January. 
Established acrylic and gel client base. 
Experience in Bio Sculpture an advantage but 
not essential. 

Call Emma on 07766 583756 


Please contact the 
advertising department 
on 

Hertford 

(01992) 526666 




► LEARN PLUMBING 

• Flexible & affordable training 

• Courses designed to fit & work around you 

• Short practical courses also available 

• All practical training is carried out in 

Corgi and City & Guilds approved centres 


► LEARN PLASTERING 

• 5 Days intensive training programme 

• No previous experience required 


• Special offers available f 


For more information: j 

0800 0828872 

enquiries@plumbingcareeracademy.co.uk 


PA 


Plumbing | 
Career 
Academy J 


Bishop’s Stortford 

(01279) 506406 

or 

Harlow 

(01279) 436231 

For details of how to 
advertise 


one CV.... 
1000’s of jobs 


CVMATCH 


register your CV now 

www.hertsessexnews.co.uk/jobs 


You can pay by using 
these Debit/Credit 
Cards 




VISA 




EXPERIENCED access control 
installers and/or electricians. 
Permanent or contract. Full 
driving licence. Based in Hitchin 
covering SE England. Up to 
28k. Contact Katrina at TTM Ltd 
on 01438 750085. 


HOUSEKEEPER/CLEANER 

Required for smart, friendly 
offices parallel to Epping High 
Street. Full time 5 days per 
week. Must have references. 
Please call Caroline Filmer on 
01992 565300 


£6.50 PER HOUR Part time 
house cleaners required to 
clean in Hertford. Two 
references. 01727 828876 


WINDOW CLEANER With car 
required, 07939 081434 


Have you got what IT takes 




Part of Europe’s largest privately owned IT Group with 
a turnover of over 3 billion euros, our success is built 
on the sheer commitment and ability of motivated and 
enthusiastic individuals. 

Payroll Officer 

Harlow 

In this busy role, as part of a payroll team looking after a large 
blue chip customer, you will be responsible for all payroll 
related activities. 


Busy mother requires a 
qualified, very reliable, 
friendly and kind full time 

NANNY/ 

MOTHER’S HELP 

Boy of five and twin girls 
four. Theydon Bois, 
Essex. 7.15am start - 
7.15 pm finish. 
Immediate start 
Contact Barbara on 
07768 863242 


or email 

barbara@bhal.co.uk 

Excellent rates paid 


We are looking for someone with a good well-rounded 
knowledge of, and the ability to apply, payroll procedures 
and legislation. You will have experience of using 
computerised payroll software, as well as Excel and 
Word skills. 


To apply, please forward a CV quoting 
current salary details to Helen Wainwright, , 
James House, Warwick Road, Birmingham 
BI I 2LE. Fax: 0121 766 2608 or email: 
helen.wainwright@scc.com 



\&0«IN6 

FOR 

CAR OWNER/ 
DRIVERS 

£600 OTEP/W 

FULLTIME 

IF YOU OWN A CAR AND 
PHONE, CALL NOW ON 

0800 988 8252 


FULL TIME 
STAFF/MANAGER 

required 
Sandwich Bar 
Nazeing 

Please phone 

01992 893123 
or 0766 914 820 


EVENING 

CLEANERS 

REQUIRED 

5pm - 7pm 
Monday to Friday 
Edingburgh Way, 
Harlow 

Tel: 020 8520 1031 


The Herts Mind Network Network delivers a rang^ 
of mental health services across the County. Based 
in Ware, the S E project was set up in 2006 to 
provide group and self help opportunities. To further 
develop service provision we now seek to recruit a: 

mind network 



PROJECT LEADER 

Salary: Grade H8 Point 30 - 34 (Based on HCC scales) 

Currently: £24,545 - £27,594 + OLW £535 
Responsible to: The Services Manager HMN 
No of hours: 35 per week 

We are looking for an experienced mental health worker with the drive and 
enthusiasm to pick up this relatively new project and lead it to the next phase 
of development. The Group Co-ordinators, sessional workers and trained 
volunteers are all in place and keen to support you to work alongside service 
users to provide a diverse range of self-help services. 

We want a positive, well organised person who can remain calm and 
professional when under pressure. In return we offer the opportunity to be 
part of a dynamic and innovative organisation which keeps the views of 
service users core to overall development. 

A clean driving licence, use of vehicle and confident PC skills are essential. 
An enhanced CRB disclosure is required. 

Are you interested in shaping the mental health services provided in the 
area? Then please email: enquiries@mindindacorum.org.uk or call: 01442 
215988 for further information and an application pack. 

Closing date for all applications Friday 7th December 2007 
Interview date: Friday 14th December 2007 in Ware 


For better mental health 


Purdy Contracts Ltd 
require a 

QUALIFIED DOMESTIC 
ELECTRICIAN 

for general maintenance and 
upgrading. Broxbourne and 
surrounding areas. 

Contact Vince on 01992 
703410 or 07771 86469 
We are an equal 
opportunties employer 


Opportunity fora 

COMMIS 

CHEF 

at the Fountain 
Restaurant, 
Bishop’s Stortford. 

Telephone 

01279 659966 


SHEET METAL 
WORKER/TRAINEE 

Keen practical person 
needed for busy sheet 
metal department. 
Previous experience 
would be an 
advantage but not 
essential. 
Contact: 

OPUS SIGNS 
Mimram Road, 
Hertford SGI4 INN 
01992 501355 


EVENING 

CLEANERS 

REQUIRED 

For various offices in 
Edinburgh Way. 
Monday - Friday, 
2-3 hours per evening. 

£5.52 per hour 
24 days paid holiday 
Tel: 01279 413 641 

Ask for Holly 


TURKEY 

PLUCKING 

FARM 

December 3rd 
No experience required, 
good rate of pay. 
Temple Farm, Roydon 

01279 792460 


DOOR STAFF and 
TAXI MARSHALS 
REQUIRED 

Harlow and Surrounding areas 
SIA Badged 
Male/Female 
Full/Part time 
Good rates of pay 
7 nights work available 

Call: Office 01462 735544 



THE LEVENTHORPE SCHOOL 

CAMBRIDGE ROAD 
SAWBRIDGEWORTH 
HERTS CM21 9BY 

TELEPHONE: 01279 836633 
FAX: 01279 600339 

EMAIL: hm@leventhorpe.herts.sch.uk 
WEBSITE: www.leventhorpe.herts.sch.uk 
11-18 Foundation Co-educational 

Compregensive - NOR 1060; Sixth form 270 ‘A’ Level Students 


TEACHER OF MATHEMATICS 
Part time or Full time 
MPS (+ Outer London Fringe) 


Required for January 2008, an enthusiastic 
graduate teacher of mathematics to teach at KS3 
and KS4, AS/A2 groups available to suitably 
qualified and experienced candidates. 

The faculty is well resourced, forward thinking 
and supportive. Mathematics is very strong 
within the school. 

NQT or more experienced teachers are 
encouraged to apply, as are applicants wishing to 
enter teaching via the GTP scheme. Professional 
development is encouraged at all levels 
throughout the school. 

The Leventhorpe School is considerably over¬ 
subscribed each year and places a strong 
emphasis on academic achievement. We seek to 
recruit staff supportive of our traditional 
standards of discipline and behaviour. The 
Leventhorpe School specialises in Business, 
Enterprise, Mathematics and ICT. 

Further details are available from the school 
or from our website. Telephone enquiries and 
informal visits encouraged. 

Application by CV and letter as soon as 
possible. Applications will be processed 
immediately upon receipt. 


Field Sales Executives 

Maternity Cover 


Herts & Essex Newspapers has gained a 
reputation for delivering quality news 
coverage and advertising that provides results 
for our valued clients. Due to maternity leave 
we are now looking for two Field Sales 
Executives to work as part of a small, friendly 
team selling advertising to existing and new 
clients across the area initially for a fixed 
term contract for up to 6 months. 

This position would suit an outgoing individual 
of any age that enjoys talking to customers face 
to face. Candidates must be customer focused, 
organised, trustworthy and feel confident 
speaking with all kinds of customers. Although 
helpful, experience in advertisement sales 
would be useful, but the ability to talk to and 
deal with people at all levels is essential! 
Training will be provided. 

We pride ourselves on recruiting and developing 
the best people and pay industry leading 
salaries plus target related bonuses. 

We also offer 25 days holiday per year pro rata, 
on the job support and training, company car, 
potential career development should a 
permanent position become available and the 
usual benefits you’d expect from one of the 
country’s leading media businesses 

To request an application pack please call 
Nicole Want, Personnel Administrator, during 
normal office hours on 01992 526551. 
Alternatively, please e-mail 
wantn@hertsessexnews.co.uk 


Herts & Essex 
Newspapers Ltd 


We are a leading 
national 
newspaper 
publisher and a 
member of lliffe 
News and Media. 
Our titles include 
The Advertiser 
Mercury, Observer 
and Star Series 


Observer 

MERCURY 

Star 

(/^Advertiser 



It is the company’s policy to employ the best qualified 
personnel and provide equal opportunity for the advancement 
of employees including promotion and training and not to 
discriminate against any person because of sex, race, 
pregnancy, disability, marital or family status, age, sexual 
orientation, religious beliefs or trade union memberships 
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e-mail: star@hertsessexnews.co.uk 



Star 







Homes 

Gardens 

Family 



Leisure 

Pets/Livestock 
Public Notices 



Services 

Personal 

Services 



How to place your advertisement 

S> TELEPHONE 01279 436231 


E-MAIL 
FAX 

IN PERSON 


advertising@hertsessexnews.co.uk 

Taking care to give full contact details 

01992 526686 or 526687 

Giving advertisement and contact details 

6 Westgate, The High, Harlow, 

Essex CM20 1JW 


PLEASE NOTE: That advertisements placed by any of the above 
methods will be charged for. FREE ADS CAN ONLY be placed 
on the appropriate PREMIUM RATE NUMBER. 
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HOMES 


Articles 

Wanted 


STOP 

TOP PAYOUT 

Fishing tackle, ornaments, any china, 
old boys toys, DVD's, collectables, 
Silver plate, bric-a-brac, jewellery, 
clocks, tools, cameras, antiques, 
house clearances, Royal Doulton, 
Wade, Beswick, Trains. 

Anything considered. 
07956 351146 
01993 469415 

WANTED BY PRIVATE 
COLLECTOR: Guns, swords 
and bayonettes, military 
memorabilia, deactivated guns. 
Bishops Stortford 871437. 
FOOTBALL PROGRAMMES 
and memorabilia especially 
relating to Tottenham Hotspur 
wanted. Cash paid. 01992 
578318. 

SCRAP GOLD & SILVER 

wanted, jewellery, coins, 
medals, anything collectable, 
bric-a-brac, purchased for cash. 
Mr Edwards 07850 817895. 
WANTED DVD’S + CD’S + 
Xbox + PS2 + P/S/P + DS. 
Consoles and games. 07956 
471088, 01279 812909. 
SOFAS, SUITES & PINE 
Furniture wanted, Foxholes 
Farm, London Road, Hertford. 
07730 132911. 

RECORDS BOUGHT 1950’s 
60’s 70’s pop and rock and soul, 
01279 813400/07881 453435 
RECORDS, CD’S, ROCK Pop, 
folk, reggae, jazz, collections, 
LPs, 12”, 07855 086523. 

CASH PAID for all kinds of 
second hand tools. 01799 
521453. 

WOOD BURNING STOVE 

Phone 01279 428602. 


Bedrooms and 
Bedding 



APPA MASSAGE 
THERAPY BED 

Beautifully crafted, 
3ft, many features. 
10 years guarantee 
(cost £2,450), 
never used. 
£850 

01992 442381 


ANTIQUE PINE GUEST BED 

for sale, single bed storing 2nd 
bed underneath, can be joined 
to make double, includes 2 
good quality mattresses, good 
condition, £180 ono. Tel: 01279 
730772. 

TWO BEDSIDE CABINETS 

Rustic light mahogany colour, 
solid wood, plus bed, needs 
slatting hence price, £70 ono 
(will sell cabinets separately). 
07903 049101 or 07940 769343 
BUZZ LIGHTYEAR bedroom 
set, includes quilt, pillow case 
cover, curtains, light shade, 
lamp, bean bag and bin, 
excellent condition, £25 ono. 
Tel: 07812 072999. 

IKEA, PINE LOFT BED frame, 
similar to Ikea Fjelldal, but with 
wooden head and foot slats, 
vgc, size length 212cms x 
width 154.5cms, £75. Tel: 01992 
302501. 

SOFA BED, DOUBLE 

mattress, metal action, green 
draylon, virtually unused, can 
deliver locally, £60. Tel: 01992 
460150. 


IRON DOUBLE BED, metal 
frame with head and footboard, 
wooden slats, vgc, mattress 
available, possible delivery, 
£100 ono. Tel: 01992 445312. 
SINGLE HIGH SLEEPER. With 
foldout futon single bed and 
desk. Silver frame, self 
assembly. VGC. £90. Tel: 01279 
654755. 

METAL FRAMED SOFA BED, 

complete with mattress, floral 
tapestry design, excellent 
condition, £85. Tel: 01992 
893940. 

PINE BED FRAMES, 38” with 
spare guest bed 36” stored 
beneath, space saving, slatted 
bases, mattresses not included, 
£60. Tel: 07812 424768. 
DOUBLE DOOR pine 
wardrobe from out of town, 2yrs 
old, good condition, one drawer, 
£150ono, buyer collect. 07949 
588163. 

BEDS DIRECT. Singles from 
£49, doubles from £79. Pine 
beds from £69. Bunkbeds 
£99/£129. 01371 856868. 
METAL HIGH BED, pullout 
double bed underneath, good 
condition, £40. Tel: 07929 
555316. 

BED, 4FT 6INS double divan 
with mattress, unused and still 
wrapped, will deliver, £78. Tel: 
01245 420743. 

FISHPOOL RELYON, 5ft bed 

in excellent condition, buyer 
collect, £50 ono. Tel: 01707 
372478. 

SOFA BED, fully sprung, 
makes a double, cream, buyer 
collects, good condition, £65. 
Tel: 01279 315925. 

WHITE RATTAN combination 
wardrobe, half hanging, half 
shelving and drawers, £75. Tel: 
01992 479269. 

TRIPLE DOOR WARDROBE, 

56ins wide, white painted pine, 
will dismantle, £95. Tel: 01279 
600055. 

PINE WARDROBE with 2 
drawer £50, pine stereo cabinet 
with glass door £35. Tel: 07748 
882924. 

TWO BEDROOM cabinets in 
white, 3 small drawers in each 
cabinet, £30 the pair. Tel: 01279 
454402. 

PINE DRESSING TABLE with 
6 drawers and stool, stool fits 
underneath, vgc, £20. Tel: 
01992 625987. 

SILVER BUNK adds £30, silver 
hi bed with desk and futon, £30. 
Tel: 07956 530150. 

TWO DOUBLE pine wardrobes 
Tallboy, 2 bedside cabinets, vgc. 
£100 ono the lot. 01279 
830804. 

SOFA BED, silver metal frame, 
lilac futon, 54ins wide, £45. Tel: 
07752 008625. 

BEDS BEDS BEDS Next day 
delivery, top quality solid pine 
bunk beds, £99. Fitting service 
available, double orthopaedic 
bed, £175. We also make to 
measure, lots of choice, big 
savings. 07946 362977 
QUEEN SIZE MATTRESS, 
clean, excellent condition, 6’ 
wide, £50. Harlow 411238, 
07984 153913. 


Childrens 

Furniture 


CHILDS VISION CABIN BED, 

as in Argos, with comfort 
mattress, lOmonths old, has 
been dismantled, buyer to 
collect, cost new, £259, sell for 
£100 ono. Tel: 01992 623791 or 
07971 398284 

CHILDS, HIGH, JAYBE cabin 
bed, excellent condition, desk, 
chair underneath converting to 
bed, chrome and birchwood, 
mattresses included, £100. Tel: 
07958 224304. 

CHILDS WARDROBE and 

matching bookcase with 3 
drawers, good condition, £40. 
Tel: 01279 461584. 


Cookers and 
Hobs 


MOBILE SHOP, GAS AND 
ELECTRIC COOKERS, 

reconditioned, £100-£120, 
delivered to your door, (no 
obligation to buy), all come with 
3 month warranty. 07961 
836149. 

STOVES GAS COOKER, 

double oven, range style, 
pristine condition, 5 years old, 
cost £500 new, accept £250. 
Tel: 01279 865849. 

RUSSELL HOBBS mini oven, 
white, 60 width x 30 height x 35 
depth, 1 yr old, unused, as new, 
£40. Tel: 01992 463309. 

TRICITY TIARA electric 
cooker, slimfit, 18ins wide, 
white, clean, good condition, 
£50. Tel: 01992 581530. 

HOTPOINT SPLIT LEVEL 

double oven and hob, vgc, £75. 
Tel: 01279 816949. 

WHITE GAS COOKER with 
grill, vgc, £45. Tel: 01279 
453838 


Curtains and 
Blinds 



Fast local service 

9am to 9pm, seven days 

01279 721353 

WE COME TO YOU 


Carpet and Flooring 


HomeSelectFlooring.Co.UK 

HUGE SAVINGS ON RETAIL AND STORE PRICES 

Bedroom Carpets including underlay, grippers and fitting 
From £80 

Kitchen Vinyl including all accessories and fitting 
From £95 

Lounge Laminate Flooring including all accessories fitted 
From £300 

MOBILE SAMPLE SERVICE. RING NOW FOR YOUR 
FREE ESTIMATE. 

WE GUARANTEE TO BE THE CHEAPEST! 

We uplift and dispose of your old flooring, we also move 
furniture! 

0800 6129665 7 DAYS 9am-9pm 07976 942545 


BISSELL ELECTRIC power 
wash for carpets and 
upholstery, model 1690, good 
condition, £40. Tel: 01992 
463144. 



CARPET TILES, 20in x 20in, 
dark brown, 42 in total, £25. Tel: 
07786 365344. 


Observer mercury 

Star ^Advertiser 

GROUP OF NEWSPAPERS 


UPVC WHITE, 9mm 

refurbishment facia, 100 x 
5000mm, 3 sections, new, 
offers. Tel: 01438 712710. 
LADDERS, extend to 26 feet, 
with rope pulley, £20. Tel: 07786 
365344. 

IKEA IVAR shelves, 1800 long 
x 1100 mms high, vgc, £10. Tel: 
01992 302501. 

BLACK & DECKER saw 

bench, £10. Tel: 01992 584183. 

BLACK & DECKER jig saw, 
£20. Tel: 01992 584183. 


Fires/Heaters 
and Surrounds 


COAL ELECTRIC fire in 
surround with flames, £50 ono. 
Tel: 01279 431416. 


Fridges and 
Freezers 


MOBILE SHOP, FRIDGES 
AND FREEZERS, 

reconditioned, small fridges 
£50-£60, fridge/freezers £80- 
£90, all come with 3 month 
warranty, delivered to your door, 
(no obligation to buy). 07961 
836149. 

LEC LARDER FRIDGE, in 

good working order, fits under 
work surface, £35. Tel: 01279 
659402 

HOTPOINT FZA51 frost free 
freezer, 1.33metres high, vgc, 
£60 ono. Tel: 01920 424523 or 
07891 424059. 

ZANUSSI under worktop 
fridge, white, good condition, 
£25. Tel: 07786 630751. 
ZANUSSI WORKTOP fridge, 
white, good condition, £25. Tel: 
07786 630751. 

FRIDGES YOU THROW OUT 

we pick up free of charge. Call 
on 01279 830905. 

SMALL, CHEST freezer, £40. 
Call: 01707 876930. 


Fuel 


Turney 

Landscapes Ltd 

LOGS 

Seasoned Firewood by 
The Transit Tripper 
Load 

£65.00 per load 
Tel: 

Office: 01992 558192 
Mobile: 07900 270482 


SEASONED LOGS. Full or half 
loads. 01279 730659 / 07961 
991542 


LOOKING 

FOR 

PUBLIC NOTICES? 


GO TO 
SECTION 

6 


Furniture 


' |\0/ o www.bbqs2go.co.uk (lo? ^ 

BEDS TO GO ?iN A t P 

* www.gardenfurniture2go.co.uk ^ 


STOCKISTS OF SILENTNIGHT, SLEEPEZEE, MYERS, 
RELYON, STOMPA, O.B.C, TETRAD, SEALY SLUMBERLAND, 
REST ASSURED, JAYBE ETC 

ANY SIZE BED OR MATTRESS MADE TO ORDER 7-10 DAYS 

OVER 200 Beds & Mattresses always on display 


OUR HUGE SHOWROOMS ARE SECOND TO NONE! 

Including LEATHER BEDS, OAK BEDS, PINE BEDS, SOFA BEDS, 
OAK & PINE FURNITURE, FUTONS, DINING FURNITURE, 
BEDROOM FURNITURE AND LEATHER UPHOLSTERY 


NEW WALL BEDS JAYBE 

SILENT NIGHT Including matching units and desks. GALLERY 
miragel beds Free delivery and assembly (UK) Over 

and memory 12 models 

adjustable beds on 

DEANS F UR NISHERS display 


BBQS2GO.CO.UK 

We now stock OUTBACK & WEBER BBQ’s 
IN NOW BP Gas Light Bottle - Half the weight, twice the fun 
. ^ Garden Furni ture also available online 

O) 


UielJBPT 


2 STAR STREET, WARE, HERTS SG12 7AA 
TEL: 01920 487757 

www.beds2go.co.uk dfl@beds2go.co.uk 
OPEN 9am-5pm EVERY DAY (INC BANK HOLS) 10-1 SUNDAY 


EVERYTHING 

we sell is available to view and purchase on line! 
Goods that are in stock - Available 24 hours delivery 


p B 

if SOFAS SUITES 1 
AND PINE 
CLEARANCE 

Huge range of quality 
stock, lowest prices. 

Foxholes Farm, 
London Rd, Hertford, 
SG13 7NT 
07730 132911 
I IMMEDIATE DELIVERY 

m m 

2, TWO SEATER SETTE’S 

length 74”, width 45” and large 
foot stool with storage 
compartment, length 25”, width 
23”, terracota, fabric guarded,” 
selling due to too big for room 
after move”, vgc, ideal first time 
furniture, buyer collects, £180 
ono. 07760 177964 / 01279 
323035 after 6pm. 

BEECH TILED EFFECT 
TABLE length 45”, width 30”, 
height 29”, plus 4 beech chairs 
with terracota cushions,” selling 
due to, too big for room due to 
move” vgc, buyer collects, £75. 
07760 177964 / 01279 323035. 
TWO DISPLAY CABINETS, 
elegant limed oak effect, top 
units with lights, rear mirror, 
glass sides and shelves, 
complete with 2 door base units, 
£25 each. Harlow, Tel: 07900 
530787. 

DARK GREEN FABRIC SOFA 

with gold piping round edge, 3 
seater and 2 seater, length 3 
seater 96ins and 2 seater is 
71 ins, good condition, buyer to 
collect, £125 ono. Tel: 07708 
351217 or 01992 444833. 


BEAUTIFUL POLISHED 
ROUND EXTENDING DINING 
ROOM table with 4 high back 
chairs, vgc, “too big for room”, 
buyer must collect, £100. 01992 
769604. 

M & S DINING circular glass 
table, set in black wrought iron, 
4 matching chairs with cream 
padded seats, cost new £600 
will accept £95. Tel: 01992 
766357. 

LOUNGE SUITE FOR SALE 

Two and three seater settees, 
plus matching chair. Good 
quality and good condition, 
colour pink. Buyer collects 
£200ono. 01279 771291. 
DINING SET, silver finished 
metal framed table with beech 
veneered top and 4 chairs, 
90cms x 75cms, £30. Tel: 
01279 868655 after 7pm 

weekdays. 

TWIN POWER AUDIO UNIT, 

beech, 2 glass doors with 3 
external shelves, providing 
storage for dvd and cds, 32cms 
x 13.5cms x 26cms, buyer must 
collect, £50. Tel: 01279 868655. 
YEW CORNER CABINET, 
bow fronted, glazed top 
cupboard with shelf, 2 door 
base cabinet with shelf, 
measures 180 height x 61 deep, 
£190 ono. Tel: 01279 654771. 
YEW SIDEBOARD, 2 drawers 
and lockable 2 door cupboard 
with shelf within, measures 
108cms width x 87cms high x 
47cms deep, £220 ono. Tel: 
01279 654771. 

DARK GREEN leather 2 
seater sofa and 1 armchair, £50. 
Tel: 01992 550341. 


DARK OAK extending dining 
table and chairs, 2 carvers and 
6 high backs, Dutch style 
dresser and sideboard, all 
excellent condition, £200 ono. 
Tel: 01279 816217. 

WAXED PINE CUPBOARD, 
made from chunky old pine, 2 
doors, 2 drawers, 42ins high x 
36ins wide x 23ins deep, 
possible delivery, £100 ono. Tel: 
01992 445312. 

PINE STORAGE BENCH with 
upholstered seat, shaped, 
carved, back and arms, 59 ins 
long x 31 ins high x 20 ins deep, 
possible delivery, £110 ono. Tel: 
01992 445312. 

MAKE YOUR HOME sparkle 
by keeping collectables in this 
mirror-backed all-glass 6ft. 
display cabinet, multi-shelved 
with built-in lighting, £55ono. Tel 
01992 634882. 

3-SEATER SOFA plus one arm 
chair, russett, cloth covered. 
£100. Modern wooden kitchen 
table plus four chairs, £60. Pine 
single bed plus mattress, £30. 
01279 503081. 

MULTI YORK, lounge side 
tables, dark wood with glass 
tops, 2 small ones for £25 each, 

I larger one for £35 and a coffee 
table for £30, vgc. Tel: 01707 
874428. 

BEAUTIFUL DINING TABLE 

and 6 chairs, extends to 
200cms, dark wood, excellent 
condition, £75 ono. Tel: 01763 
271183. 

SMALL OVAL topped coffee 
table with magazine rack below, 
light oak, height 22ins x length 
23ins x width 16ins, £12.50. Tel: 
01992 421778. 

LIME OAK corner display unit 
and matching tv cabinet, as 
new, buyer to collect, cost £750 
at Fishpools, accept £125. Tel: 
01992 719020. 

THREE PIECE SUITE, (cost 
£2,200), excellent condition, 
£400. Telephone table, 
mahogany, burgundy seat, £95. 
01279 441484. 

COFFEE TABLE, beech effect 
with silver colour details, 
120cms x 60cms x 40cms, 
buyer must collect, £20. Tel: 
01279 868655. 

WOODS BROTHER OLD 
CHARM dark wood, drinks, 
crockery and cutlery cabinet, 
lovely piece of furniture, £99. 
Tel: 01992 442381. 
CHRISTMAS CRACKERS, 
extending oak dining table with 
eight perfect matching chairs 
(two carvers) for yuletide meals, 
£225ono. Tel: 07957 890632. 
GEORGIAN STYLE glazed 
multi-shelved display cabinet 
with two drawers and shelved 
double cupboard, £65ono. Tel: 
07957 890632. 

SOFA, 3 SEATER, large 
210cm, 2 armchairs, cream, 
spare covers, paid £1540 4 
years ago, excellent condition, 
£225ono. Tel: 07812 424768. 
SOFA, 3 SEATER, hardly 
used, and 2seater, worn, in dark 
green floral fabric with cushions. 
Free to good home. Tel: 07734 
457227. 

SOFA, LARGE, 3 seater sofa, 
workshop feather filled, cream 
covers washable, 3yrs old, vgc, 
buyer must collect. Emma: 
07949 588163. 

TEAK, DISPLAY UNIT, glass 
doors, mirrors at back and 
lights, base: doors and draw, 
vgc, £90, buyer collects. 
Buntingford, Tel: 07772 294539. 
CREAM LEATHER three 
seater sofa and armchair, both 
reclining, £200. Tel: 07917 
441613. 

3 AND 2 SEATER settees, with 
matching pouffe, excellent 
condition, £250 ono. Tel: 01279 
452349 

SMALL ROUND mahogany 
table, 3ft diameter, 4 chairs with 
regency striped seats, £40. Tel: 
01992 643452. 

ANTIQUE PINE bookcase, 6 
shelves, 190cms high x 117cms 
wide x 30cms deep, vgc, £50. 
Tel: 01920 466862. 

FULLY RECLINING leather 
chair, with storage footstool, in 
navy leather, £150. Tel: 07717 
872505. 

WOODS BROTHER Old 

Charm dark wood welsh 

dresser, £99. Tel: 01992 

442381. 

PINE TABLE, farmhouse style 
legs, good quality, possible 
delivery, £75. Tel: 01992 

445312. 

TWO 2 SEATER settees, John 
Lewis, light beige pattern, £140. 
Tel: 07976 567627. 


DUCAL TALL PINE bookcase, 
190 cm height, 48 wide, 43 
depth, excellent condition, £80. 
Tel: 07840 833257. 

DARK OAK rectangular 
extending dining table and 4 
chairs, buyer collects, free, Tel: 
07951 198496. 

3 PIECE, BEIGE sofa with 
purple accessories, great 
condition, £250 only. Tel 07966 
145059. 

MAHOGANY VENEER round 
dining table with 6 chairs, table 
seats 4 closed and 6 extended, 
vgc, £70. Tel: 01279 316392. 
SOFA, 3 SEATER, red, 
contemporary style, £85, can 
deliver locally. Bishops 
Stortford: 01279 864080. 

PINE STEREO UNIT and new 
tall cd rack and iron table, pine 
dining table, £195 for quick sale. 
Will split Tel: 07786 566003. 
LATHAMS TALL SOLID PINE 
bookcase, 6 shelves, 7ft high, 
cost £495, forced sale £250. 
Tel: 07786 566003. 

GREAT EXPECTATIONS solid 
pine extendable table and 6 
upholstered chair, £120 ono. 
Tel: 01992 429656. 

GREAT EXPECTATIONS 
stereo cabinet, height 85cms x 
width 31cms x depth 41cms, 
£30 ono. Tel: 01992 429656. 
GREAT EXPECTATIONS solid 
pine side, table height 44cms x 
width 47cms x depth 37cms, 
£15. Tel: 01992 429656. 

PINE OBLONG TABLE and 4 
chairs, vgc, £50. Tel: 01992 
628524 

SOLID PINE TABLE, 6ft x 3ft, 
plus 6 chairs, good condition, 
£75 ono. Tel: 01763 271183. 
SOLID 36 INCH pine table and 

4 chairs, vgc, £45. Tel: 01279 
433723. 

LUTON VAN AND DRIVER for 

removals. Move anything. 
01992 581530/ 07976 567627. 
WIDDINGTONS, solid pine 
table, seats 6, cost £795 now 
only £250. Tel: 07786 566003. 


3 SEATER RECLINING 

leather sofa in navy, vgc, £250. 
Tel: 07717 872505. 

WOODS BROTHER Old 
Charm dark wood table and 6 
chairs, £65. Tel: 01992 442381. 
ERCOL OBLONG TABLE, 4 
chairs plus 2 carvers in dark 
wood, £115. Tel: 02036322. 
PINE SIDEBOARD, 2 door 
cupboard and 4 drawers, vgc, 
£50. Tel: 07702 317908 
COUNTRY STYLE pine 
dresser, excellent condition, 
£120. Tel: 01992 423306. 
DINING TABLE and chairs, 
lime oak, 5ft by 3ft, £75. Tel: 
07702 778759. 

COMPUTER DESK, glass L 
shape, £50. Black leather 
recliner, £50. Black leather 
computer chair, £25. Self 
collect, Harlow. 07853 175329. 
HOUSE CLEARANCE Super 
king size divan £235. Single 
divan £45.Table & 6 Chairs 
£125. Leather suite £75. Double 
bed £55, Wardrobe £55. 07815 
012036. 

DINING ROOM table and 6 
chairs, £40. Tel: 01992 550341. 

4 FOOT PINE welsh dresser, 
£100. 01279 305602. 

PINE, WAXED, new bookcase, 
only £95. Tel: 07786 566003. 


Games and 
Consoles 


GAME BOY, ADVANCE SP 

(one pink and one silver) with 
games and accessories, good 
condition, great for long 
journeys, £100 pair Tel: 07905 
471036. 

BUBBLE INTERACTIVE 
CONSOLE and accessories, 
with Teletubbies, Fimbles and 
Balamory games, vgc, perfect 
Christmas present for toddlers, 
£50ono. Tel: 07905 471036. 


SEGA MEGA DRIVE in original 
box, instruction manual plus 
code book for 100 games plus 
25 games, £60. Tel 01279 
834841. 

BLACK PLAYSTATION 2 with 
1 controller, 2 memory cards 
and 4 games, £50. Tel: 07831 
222960. 

PSP, 3 WEEKS OLD with 
receipt comes with 9 top games 
and 2 movies plus carry case, 
£150. Tel: 07908 209992. 


Glass/Mirrors 


JOHN LEWIS, LARGE CREAM 

mantel mirror, less than 1 yr old, 
receipt available, cost £150 
accept £75 ono. Tel: 07939 
099173. 

STAG MINSTREL, single, 3 
standing dressing table mirror, 
excellent condition, £25. Tel: 
07702 317908. 


Home Office 


BLACK OFFICE FURNITURE. 

For sale, desks, book cases, up 
and overs, chairs, wardrobe, 
boardroom table and chairs etc. 
Please telephone 07970 
056733 for further details. 
SOLID PINE COMPUTER 
CABINET, two doors at 
bottom, shelf, pullout keyboard 
shelf, open at top, height 52.5”, 
width 37”, depth 21.5”, £30. 
01992 448156. 

COMPUTER DESK, maple 
wood effect with glass doors, 
adjustable shelves, plus fold up 
office chair, £45. Tel: 01992 
300986. 

FULL OFFICE DESK SET, 

burgundy wood with all filing 
cabinets, great condition, £100. 
Tel 07966 145059. 

COMPUTER DESK, 2 levels, 
wood effect, vgc, £10. Tel: 
01992 463144. 


Advertise your articles for 
sale for just the price of a 





for articles £250 or under! 

Just follow these two simple steps.... 

Before telephoning the CLASS ADS numbers, write down all that you 
want your advertisement to say. There is a minimum of 12 words per 
advertisement, but you can have as many CLASS ADS as you need. 
(Remember, strictly one item per telephone call and the item must be 
priced at £250 or less. Any items received that do not carry a price will 
not be published) 

NOW PICK UP THE TELEPHONE AND DIAL 


LINES OPEN 24 HOURS PER DAY SEVEN DAYS PER WEEK 

This service lasts approximately two minutes, plus the length of your message. 

Calls charged at £1 per minute from landlines, mobile charges may vary. Service provided by 
J-Media (UK) Ltd. Please note: extraneous background noise may lengthen the time of your call. 


OR TEXT 

Start your text with HEN then your advert to a maximum of 20 
words. You do not need to add your phone number unless it is dif¬ 
ferent to the mobile used to text the advert. 

EXAMPLE: HEN (Space) G. Plan two piece suite, two seater sofa 
and armchair, super condition £99. 

Charged at £1.50 per text plus normal network charges. Only one item per 
text. 

If you have any queries relating to advertisements placed 
via this service please telephone our 

HELPLINE: 0871 4344131 

OPENING HOURS: 9.00am-5.00pm 

On receipt, we will endeavour to publish in our next available issue. Please allow for a possible two week 
delay. 

This offer is restricted to private articles for sale and does not include articles wanted, pets, cars, motor spares, 
boats, motor cycles, caravans, property or investments, imitation or unlicensed firearms, offensive weapons and 
cannot be cancelled or amended. Advertisements will be deleted where callers name, address and telephone 
number have not be provided. 

Herts & Essex Newspapers Ltd, The Media Centre, 40 Ware Road, Hertford, Hertfordshire SGI 3 7HU. 












































































































www.harlowstar.co.uk 


Household 

Appliances 


HOTPOINT AQUARIUS 

dishwasher, good clean cond, 
house move forces sale, £40. 
Tel: 07702 317908. 

SALT 25KG £5.90 including 
VAT, quantity discount. 01279 
442388. 

KENWOOD CHEF mixer, good 
condition, £25. Tel: 0208 363 
9031. 

PHILIPS whole fruit juicer, 
Argos page 711, as new, £20. 
Tel: 07906 549996. 

INDESIT WASHING MACHINE 

lOOOrpm, £70. Haler fridge and 
freezer, £50 each. White Knight 
tumble dryer, 6kilo, £50. Sharpe 
microwave, large, £10. Self 
collect, Harlow. 07853 175329. 


Kitchens 


TRADITIONAL AIRER, pulley 
system with 4 pine slats and 
white cast iron brackets, £20. 
Tel: 07840 731431. 

PINE KITCHEN TABLE, 
rectangular, 2 stools, as new, 
£100. Tel: 01279 865849. 


Lighting 


4 BRAND WALL LIGHTS, 

currently in B & Q for £25 per 
light. 3 years old, £50 tel. 01992 
717399. 


Microwave 

Ovens 


SHARP MICROWAVE, 3in1 
microwave oven and grill, 
excellent condition, £30. Tel: 
07852 131515. 


Mobile 

Telephones 


NOKIA 51401, mobile phone 
with camera, brand new, still 
boxed, unused, £60. Tel: 07801 
056434. 


PC and 
Multimedia 


WINDOWS XP COMPUTER, 

Packard Bell, 512mgbs of ram, 
cd rewriter drive, wireless 
mouse, keyboard monitor, 
Internet ready software, £95 
ono. Tel: 01279 506094 or 
07812 913803. 

WINDOWS XP COMPUTER E 

machine, 256 mgbts of ram, cd 
rewriter drive, dvd rom drive, 
mouse, keyboard and monitor, 
internet ready, £95 ono. Tel: 
01279 506094 or 07812 

913803. 

COMPUTER, DELL 

DIMENSION 4300 P4, 1.6ghz, 
256ram, 40gb, like new, DVD, 
CD writer, XP with COA modem, 
network, £85, local delivery. 
07963 990558. 

PC, BARGAIN, PENTIUM 4, 

excellent condition, 2.4ghz, 
256mb, 80gb, hdd, dvd, MS 
Windows, 19” monitor, keyboard 
and mouse, internet ready, 
£145, Tel: 01279 871535. 

PC DELL DESKTOP, 2.8ghz, 
1024mbram, 200gb hard drive, 
dvd-r/rw, sound card, free 15” 
CRT Monitor, keyboard, mouse, 
software, £200. Tel: 07957 
571000. 

LAPTOP COMPUTERS & full 
PC systems for sale. Toshiba, 
IBM, Thinkpads, Compaq. 
01279 725300, 07801 328718 
(T). 


TVs and Video 
Recorders 


MENIAL - APPL I ANCES, 

washing machines, washer/ 
dryers, tumble dryers, 
dishwashers. From £10 per 
month. Deposit required. Clean 
N Easy. 01279 452767/ 07887 
701196 

WASHING MACHINES, 

Washer dryers, tumble dryers 
and dishwashers, reconditioned 
from £55. 01279 452767/ 07721 
637908. 

WASHING MACHINE Indesit 
Moon, unwanted wedding gift, 
was £300 will accept £200. No 
offers. 01279 444381. 

BOSCH, 1200 SPIN, washing 
machine, excellent working 
condition, £75. Tel 01992 
421086. 

CREDA 1000 washing 
machine, white, nearly new, 
£60. Tel: 07786 630751. 

CREDA 1000 washing 
machine, white nearly new £60 
Tel: 07786 630751. 

HOTPOINT AQUARIUS 

tumble dryer with condenser, 
£25. Tel: 07900 213131. 


Wrought 
Iron Work 


PAIR OF WROUGHT iron 
gates plus posts, heavy and 
ornate, 9ft fits 9ft 6 opening, 
£20. 01992 760690. 



CONSERVATORY WALL 
HEATER Unopened, remote 
control, cool/hot air options. 
New: £199 will accept £95. 
07836 272649. 

3PC CONSERVATORY 

FURNITURE plus side table 
and cushions, £75 ono. Tel 
01992 628524. 

2 JOHN LEWIS conservatory 
chairs, vgc, cost £300 each, 
asking £50 each. Tel: 01992 
554723. 


Fencing and 
Gates 


ARG0SS FENCING 
AND PROPERTY 
MAINTENANCE 

Established 1972. 

Fencing, Carpentry, 
Brickwork, Repair Work 
undertaken. 

No job too small. 

All work guaranteed. 

PERGOLAS MADE TO 
ORDER 

For a free estimate 
01279 437006 (any time) 
07778 899054 (direct line) 
01279 420103 (fax) 
www.argossfencing.co.uk 


RENT OR BUY 28” Widescreen 
TV £2.50 p/w, 42” Plasma/LCD 
upgrade option. DSS welcome, 
Free Del/Inst/repairs, Tel 0845 
6039778. www.dialatv.co.uk 
Open 7 days. 

TOSHIBA, 37 INCH, Nicam 
stereo colour television, with 
matching cabinet, vgc, £120 
ono. Tel: 01992 451484. 

SONY TRINITRON, 20 inch, 
silver flat screen tv and Sony 
dvd player, 80ins width x 21 ins 
depth, £140. Tel: 01992 300986. 
HITACHI, 24 INCH television 
on stand with video recorder, 
excellent condition, £110. Tel: 
01707 874273. 

16 INCH COLOUR television, 
good condition, £35. Tel: 01992 
463144. 

42 INCH SONY, rear projection 
tv, good condition, £100. Tel: 
07956 530150. 

28” PROLINE T.V and stand, 
excellent condition, £80. Call: 
01707 876930. 

10.4 INS LCD TV with 
Freeview, boxed and all leads, 
£100ono. Tel: 07919 286091. 
SONY 32” silver TV with stand, 
£110 ovno. 07931 117154. 


Vacuum 

Cleaners 


VAX CYLINDER CLEANER / 

shampooer, as new, £30. Tel: 
01279 427530. 


Washing 

Machines/Dryers 


RENT OR BUY AA rated 
washing machines, fridge 
freezers and dishwashers’ only 
£2.50 p/wk. DSS welcome. 
Free Del/lnst/Repairs, Tel 0845 
603 9778. www.dialatv.co.uk. 
Open 7 days. 


HOWE FENCING & 
SECTIONAL buildings. 
www.howefencing.co.uk 
01920 822055 


A. ARCHERS FENCING. All 

aspects of fencing work 
undertaken, New work/repairs. 
Free estimates. 01279 324876 


Garden 

Maintenance 


WILLOW GARDEN 
SERVICES 

25 yrs experience 
All types of Garden and 
tree work. Maintenance 
and landscaping, 
clearance and tidy-ups, 
lawns and hedges. 
Free estimates and 
quotes 24-7. 

Tel Mr West and Sons 
01279 452431 
07765 107912 


HERTS & ESSEX 
TREE CARE & 
LANDSCAPE 
GARDENING 

• All Garden Maintenance. 

• All aspects of Tree Work 
undertaken. • High-power 
Pressure Washing • Fencint 
•Turfing 

No deposit required. 

All rubbish removed. 

01992 478263 office 
07876 423909 direct 


* 


GARDEN CARE AND 
MAINTENANCE Strimming, 
Hedges, Grass Cutting, 
Rubbish and Jungles Cleared. 
07971 436214. 


UN II UV GARDEN C l ear your 

garden for the winter. Garden, 
hedges, tree tidy ups. Fred 
07802 793433. 

D.T.G. GARDEN, TREE and 

fence care. Hedge trimming, 
tree work, fencing, turfing. 
01279 416625, 07904 335782. 


Garden Tools/ 
Equipment 


FLYMO VENTURER 320, only 
used twice, adjustable height 
controller, roller and grass 
collecting box, cost over £100, 
bargain £55. Tel: 01279 721959 
or 07734 084216. 


Greenhouses 


130 SHEETS of second hand 
green house glass, 56ins x 
29ins, free to collector. Tel: 
01279 842934. 


Landscape/ 
Design Services 


STACEY LANDSCAPES AND 
FENCING. Patio’s, driveways, 
turfing, decking, fencing, ponds, 
clearance. Professional 
workmanship, no deposits 
required. Phone Mr Stacey for 
free estimates 01279 508776, 
07789 546611. 


Tree Surgery 


OAKLAND 

Tree & Garden Service 

All types of tree work 
lopping, pollarding, 
hedge trimming, stump 
grinding, all ground 
work, turfing, fencing, 
decking, paving, 

15 years experience in 
work 

FOR FREE ESTIMATE 

01279 411418 
07760 363699 


J.W. TREE SURGEONS. All 

tree work undertaken by 
qualified tree surgeons. 
Seasoned logs for sale. For free 
estimates telephone 01279 
302106, 07931 137767 

anytime. 


Turf Supplies 


STADIUM TURF SUPPLY 

Finest quality, weed treated, 
fertilised, in rolls. Lawns laid, 
rotavating, free garden 
quotations. 01279 870817. 

CULTIVATED TURF 

SUPPLIES in metre rolls, good 
quality. Rotavating, new lawns 
laid. All hard landscaping 
undertaken. 01279 718555. 
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Bicycles 


GIRLS, HALFORD BIKE, suit 
9-13yrs, as new, hardly used, 
with helmet, gloves and sash, 
cost £120, bargain £50. Tel: 
01992 463144. 

APOLLO VORTICE, BMX 
BIKE, black, suit 8yrs 
upwards, excellent condition, 
£50 ono. Tel: 01992 586629. 

GIRLS, PINK and purple bike, 
age 5-7yrs, 16ins wheel, 
excellent condition, £30. Tel: 
01279 316392. 

BOYS, 24” MOUNTAIN bike, 
21 gears, dual suspension, 
hardly used, £60. Tel: 07931 
275763. 

26”, MOUNTAIN BIKE, red, 
Shimano quick shift gears, full 
suspension, £80. Tel: 07931 
275763. 

HALFORDS BIKE carrier, high 
mount, 2 bikes, £15 ono. Tel: 
01920 463035. 

GIRLS, PINK and yellow bike, 
age 3-5yrs, excellent condition, 
£25. Tel: 01279 316392. 


Books/Mags 


STAR TREK BOOKS, 

paperbacks and monthly 
magazines, £20. Tel: 01992 
893267. 


Child Safety 


BRITAX ASSISI Childs car seat 
for 0-4 years. Hardly used, 
comes complete with user 
guide, £45. 01279 431123 after 
6pm. 


CH I LDS SAI-b I V, -BriTaT 

Renaissance reclining 

adjustable car seat, approx 
9months to 4years, grey check 
pattern, excellent condition, with 
instructions, £25. Tel: 01279 
467012. 

GRACO CAR SEAT, stage 1 
with base, excellent condition, 
cost £100 new, will accept £30. 
Tel: 01992 461053. 

CAR SEAT, stage 2 grey, 
excellent condition, cost £80 
new, will accept £25. Tel: 01992 
461053. 

GRACO ROCKER top and car 

travel base, blue, excellent 
condition, £8 ono Tel: 01992 
442932. 

LINDAM STAIR GATE, white, 
extendable with extensions, 
vgc, £14. Claire: 07976 988976, 
Church Langley. 

MAMAS & PAPAS, Primo 
Viaggio car seat and base, 
cityscape design, vgc, £35. Tel: 
07974 380343 

LINDAM STAIR GATES, 2 

wooden extendable, vgc in box, 
£30 pair. Claire: 07976 988974. 


Clothing 
for Baby 


LARGE BAGS of boys 
clothing, 0-2yrs, £10-£20 per 
bag. Tel: 01992 586861. 


Clothing 
for Boys 


ENORMOUS BLACK BAGS 

of clothes for boys, various 
items of clothing, 2 bags of 0- 
12mths, £20, 2 bags of 12mths- 
2yrs old, £20. Tel: 01992 
461053. 


Clothing 
for Girls 


ENORMOUS BLACK BAGS of 

girls clothes, including items 
from various stores, jackets, 
tops, trousers, etc, sizes 0- 
12mths, 1-2yrs or 2-4yrs old, 
£15 each bag. Tel: 01992 
461053. 


Clothing 
for Her 


KAREN MILEN, ladies coat in 
chocolate brown, size 10, mans 
Ciro Cirrito suit, for sale, £80ono 
for both. Tel: 07852 270047. 

RAVEL BLACK leather knee 
high boots, size 3, excellent 
condition, £10 ono. Tel: 01992 
442932. 


Jewellery 


MANS WATCH Ingersoll, 
gems, brand new in 
presentation box, suitable Xmas 
gift, cost £400, accept £80. Tel: 
01279 834841. 


Mobility 


MOBILITY SCOOTER brand 
new, 8mph, full suspension, 
lights, indicators, captains seat, 
two year warranty, cost £3,500 
accept £1,500. 01252 815756 

ACORN STAIRLIFT vgc, £950 
including re installation. 01327 
843255/07504 106757. 

j.taylorjohnson @ btinternet.com 

BACK CARE armchairs, to 
make sitting and rising easier, 
£35. Tel: 01992 550341. 

WHEELCHAIR, large wheel 
type, adjustable arms, vgc, £95. 
Tel: 07974 088812. 


Nursery 


MAMAS & PAPAS, Savanagh, 
baby changing unit and 
matching shelving unit with 2 
drawers, Shaker style, beautiful, 
£100 ono. Church Langley, Tel: 
07976 988974. 

BABY BOUNCER with 3speed 
vibrations, play 2songs, multi 
position back rest, removable 
washable cover, excellent 
condition, £15ono. Tel: 07809 
871526. 

MOTHERCARE, BABY 

WALKER / exerciser, activity 
toy tray, multi height position, 
restricting wheels, folds flat for 
storage, £20ono. Tel: 07809 
871526. 

COMBINED BABY BATH and 

changing unit, in pine wood with 
shelves, 2 storage baskets, 
good condition, £20. Tel: 07908 
203303. 

JOHN LEWIS baby changing 
unit, toy box and shelf, good 
condition, £225. Tel: 01992 
504998. 

JOHN LEWIS, baby’s 
wardrobe with drawers, good 
condition, £225. Tel: 01992 
504998. 

MAMAS & PAPAS, linear zoo 
bouncing chair with lights, 
music and vibration, £20. Tel: 
07974 380343. 

MOSES BASKET, mattress 
and stand, £15. Tel: 01279 
842234. 


Prams/ 

Pushchairs/Cots 


MAMAS & PAPAS 
FREESTYLER pushchair and 
Viaggio car seat, 0-15mths, 
footmuffs, sun canopy and rain 
cover, all two tone beige and 
washable interiors, £150. Tel: 
01992 626482. 

QUINNY ZAPP, orange, 
pushchair with matching 
cosytoes, rain cover, good 
condition, £60ono . Bishop 
Stortford area, Tel: 07900 
917024. 

GRACO PRAM, navy with 
beige check, car seat, base, 
rain cover, cosy toes, suitable 
from birth, very good condition, 
£60ono. Tel: 07746 128292. 

BRITAX EXCEL ULTRA travel 
system, grey/burgundy, carseat 
0-9m, cosytoes, rain cover, 
immaculate condition, £90 ono. 
Tel: 07887 717467. 

MEDIUM SIZE travel cot / 
playpen, very colourful, good 
condition, £15. Tel: 01992 
461053. 

WOODEN CASATTO COT, 2 

mattress height, mattress 
available if required, £50. Tel: 
01279 842234. 

SILVER CROSS PRAM, navy 
blue, hard bodied, removable 
top, good condition, £100. Tel: 
07719 653923. 

MAMAS & PAPAS travel cot, 
safety mattress, sheets and 
pillowcase, £35. Tel: 01707 
875589. 

LASCAL BUGGY board, 
6months use, £25. Tel: 01920 
461661. 

JOHN LEWIS cot bed with 
mattress, good condition, £100. 
Tel: 01992 504998. 

COSATTO COT BED. Very 
good condition. £40. Tel: 01279 
654755. 


Toys and 
Games 


NINTENDO GAME CUBE with 
three games, two controllers, 
two memory cards, instruction 
manual, games are Star Wars, 
Rogue Leader (3+), Universal 
Studios Theme Park Adventure 
(3+) and Enter the Matrix (16), 
£32, tel: 0771 973 7013. No 
canvassers, location 

Hoddesdon. 

LITTLE PEOPLES house and 
train track including all 
characters, suitable from 
12months old, £15. Tel: 01992 
461053. 

REBOUNDER/TRAMPOLINE, 

top quality, ideal for Xmas gift, 
folds for easy storage, £125 
new, bargain £40. Tel: 01279 
721959 or 07734 084216. 

BRIO, 70 PIECE, wooden 
railway set includes Thomas 
and Percy engines, good 
condition, £28. Tel: 07886 
880685. 

LEAPPAD LEARNING TABLE, 

excellent educational toy with 
lights, sound, ABCs etc, age six 
months to approx 3yrs, with 
box, £15. 01992 448156. 

SPORTCRAFT STAND alone 
football table with spare 
footballs, used by adults, good 
condition, £40ono. Tel: 07976 
207888. 

DAPPLE GREY HADDON 

rocking horse, vgc, price new 
£1,770 (check website) selling 
for £800. Phone 01920 485239. 

ELC EMERGENCY Police 
moped, 18mths-4yrs, good 
condition, £25. Tel: 07747 
784676 

FISHER PRICE Ferrari toy 
garage with 2 cars, hardly used, 
good condition, cost £50, 
accept £30. Tel: 07979 608211. 

JOHN DEERE battery 
operated child’s tractor with 
trailer, needs new battery, £50. 
Tel: 07900 213131. 

JUNIOR POP UP UV 

playshade tent, £12. Tel: 01707 
875589. 


4 

LEISURE 


Beauty 


TREATMENT COUCH, 

portable, case with wheels, 
lifting backrest, detachable face 
hole, £304 new, asking £150. 
Tel: 07895 098021. 


Chiropody 


MOBILE FOOT HEALTH 
PROFESSIONAL Joanne 
Taylor. MCFHP, MAFHP. Foot 
care in the comfort of your own 
home. Tel: 01279 830248/ 
07970 673128. 
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KEV I N MAI I HEWS FUD1 

CARE MCFHP DIPFHT 
MAFHP Sawbridgeworth 
Surgery, easy parking, home 
visits 01279 723202 / 07986 
906918. 

MARIA B SAVAGE, HPC 

Registered Chiropodist. Home 
visits only. For appointments 
please call 01279 876717. 


Collectors 

Corner 


LEONARDO COLLECTION, 

hand painted porcelain doll, 
Olivia, still in box, £20. Tel: 
07968 365373. 


Fitness 


SPR I NGER — Um —CRUSH 

PUPPIES for sale. 1 male, 1 
bitch. Ready now. Call 01279 
819007 or 07703 006700 

SHIH -TZU PUPPIES black 
males. Ready now, both parents 
can be seen. 01920 823838, 
07931 914037 

MINIATURE SCHNAUZER 

puppies, lovely nature, 
veternary examined, eye tested, 
insured. 01992 625190 

CROSS BRED PUPPIES 

ready to go, good temperament. 
£210. Telephone 07958 337104 

GOOD HOMES WANTED for 

retired greyhounds. Contact 
Anna on 07843 990488 


RESULTS PERSONAL 
TRAINING 

• Weight loss 

• Effective varied workouts 
• General fitness 

• Kids fitness 

**FIRST SESSION FREE** 

For appointment call 
Michelle 07711 037962 

Sports therapy / Swedish body 
massage available 


General 




Introduction Agencies 


ACROSS THE ROOM 

Unattached? Meet someone special for Christmas! 
Sparkling Party Nights! Black Tie Gala Evenings! 
Plus 0ne20ne Personal Introductions! 

Age group 28-65. In Herts & Essex. Est. 1991. 

Call Eleanor NOW for a friendly Chat & FREE Brochure! 
For Business and Professional Ladies and Gentlemen 


Freecall 0800 591274 

www.acrosstheroom.co.uk 





WESLO CADENCE 940 
ELECTRONIC TREADMILL, 

Electric incline, heart monitor, 
safety rails, timer, safety cut off, 
cardiovascular programmes incl 
fat burning, aerobic exercise, 
warm up, cool down. Folds up 
for convenience. Bought for 
£700. As new condition. Manual 
included - £200ono. Can deliver 
locally. Tel: 01992 466634 or 
07917 344715. 

SIERRA, MOTORIZED 

TREADMILL, like new, 8 
months old, £160ono. Tel: 
01992 443987. 

BODY SCULPTURE, magnetic 
exercise bike, virtually new, 
£50. Contact Ian after 6pm, Tel: 
07771 705944. 

TWIST AND STEPPER, hardly 
used, £25. Contact Ian after 
6pm. Tel: 07771 705944. 

BENY INFINITI air rower, 
virtually new, £50. Contact Ian 
after 6pm, Tel: 07771 705944. 


Other Sport 


WET SUIT, child’s size 0, 
titanium, UV protection, £8. Tel: 
01707 875589. 

WATER SKIS, used once, £20. 
Tel: 01992 586861. 


PORTABLE ELECTRIC 

typewriter made by Sharp, as 
new condition, with spare 
ribbon, £10. Tel: 01992 893267. 


Spiritual 

Guidance 


-ove 


SET OF MAXFLI Revolution 
golf irons, 2 to sand, new grips, 
lovely club to use, excellent 
condition, £75 ovno. Tel: 01279 
730772. 


Hair Dressing 


PAULA, QUALIFIED HOME 
HAIRDRESSER perms 

Highlights,cut and blow drys, 
childrens cuts. 01279 
505262/07967 837308. 

MOBILE HAIRDRESSER For 

ladies and gentlemen. Call 
Yvonne. 01279 439911 & 07930 
667905. 


Holiday Guide 


WELLS-NEXT-THE-SEA 

Norfolk. Warm, Stylish Victorian 
cottage. Booking for 2008. 
Winter breaks/Christmas also 
available. 
www.norfolkdreams.com 07919 
057437 

CHRISTMAS IN THE SUN 

Tenerife.Two bed, two bathroom 
villa, small complex, two pools, 
large roof terrace. 01279 
850070, 07836 747962. 

FLORIDA Four bedroom two 
bathroom luxury villa with 
private pool, 5 minutes from 
Disney, £450 per week, 01992 
712951. 


Introductions 


X 

1'Jarot 

(Juur fHluix> - / 

09066 351^7 




txtHERTSI 21 
to 87211 


Luggage 


MARKS & SPENCER Tradler 
suitcase, never used, still has 
labels on, £25. Tel: 07702 
317908. 


Mediums 


CATS PROTECTION Harlow, 
Epping Forest and District 
Branch, has cats and 
sometimes kittens awaiting kind 
responsible owners. 01992 
579539. 


Dog Grooming! Horse Feeds 


$2 K9 Pet **♦ 

firnnminn 




0906 1051173 


| Cafe ant i).^in»itf tores JMediaUK. London 5EV 


Musical 

Instruments 


Groomir 
Centre 

All breeds of dogs and 
cats welcomed 
For a full pampering 
service, collection and 
delivery visit our website 
k9pefgrooming.co.uk 
_ 01992 444445 

Chimes Garden 
fJJCentre, Broxbourm 


eJf 

■ •• 


DRUM KIT, Tama State Star 
Pro, 5piece, high hat, stool, 
metallic red, as new, £150 ono. 
Tel: 01992 581135. 

YAMAHA FE30 Electone, 
upright organ with pedals, 
matching stool, excellent 
condition. £150. 0121 603 5444. 

YAMAHA FLUTE, 2ii, with case, 
excellent condition, £130 ono. 
Telephone 01992 583173. 

TANGLEWOOD GUITAR 
ACOUSTIC, new £129, £99 
ono. 01279 629356. 

PIANO, buyer collects, £75 
ono. Tel: 01992 414320. 


TOPCOATS 

Animal Grooming Service 

All breeds of Dogs 
welcome 
Free collection 
and delivery in the 
Harlow area 
01279 442059 


FREE NEW TESTAMENT of 

the Bible. Call 07904 802853 or 
visit www.bsca- 

biblechurch.org.uk 


Sports 

Equipment 


TABLE TENNIS full sized 
outdoor table tennis table plus 
all equipment. New this 
summer, used three times. 
Stored indoors. Immaculate. 
Cost £460. Best offer around 
£180. Bishop’s Stortford arena. 
Tel 07973 655021 

SNOOKER TABLE 6’x3’ in vgc, 
with all accessories, £65. 01279 
830149. 


SELL IT! 


ADVERTISE 

your BIKES 
in 

CLASSIFIED 

NOW! 

Packages starting from £7.05 


WHEN YOU TELEPHONE 

01279 436231 


5 


PETS/ 

LIVESTOCK 


Dogs 


RSPCA STORT VALLEY 
WENDY Clairvoyant/Medium. BRANCH has kittens available 
Back by popular demand, for adoption. Contact Marion, 
Single/group bookings, special 01279 302545 
rates available. 01279 425977 www.rspcastortvalley.org.uk 


HAY, STRAW, CHIPS animal 
and bird feed. St Lawrence 
Farm, Nazeing. 01992 892139 


Horse 

Miscellaneous 


MUTZ KUTZ Professional Dog 
Grooming. City and Guilds 
qualified, fully insured. Former 
veterinary nurse. Sheering 
Road, Old Harlow, CM17 0JP. 
Call 01279 426729, 07706 
253886 

www.mutzkutz.co.uk 

OLD HARLOW BOARDING 
KENNELS Grooming carried 
out to a high standard by an 
experienced groomer in our 
own grooming parlour. 
Collection and return service is 
available. 01279 429448 

CATWALK DOGS GROOMING 
PARLOUR City & Guilds 
qualified, collection/ delivery. 
Near Ada Cole Stables. 01992 
890090/01279 639195 

BLOOMING DOGS SALON ... 

Keeping canines looking good!! 
Qualified and insured, BushFair, 
Harlow. 01279 419000 


Dog Training 


DOG TRAINING. Beginner 
classes every Tuesday, 6.45pm, 
Moot Hall, The Stow, Harlow. 
For further information, 
telephone 01279 

830178/305264. Harlow & 
District Dog Training Society. 
Kennel Club registered. 


The Pet Food Co. 

at Eastwick Lodge 
All your pet needs! 

xOb 

01279 442388 
www.eastwicklodge.com 


HOSKINS LIVERY STABLES 

High Wych, BHS approved, 
full/part livery. Further details, 
Karen. 01279 723207/ 07770 
744347. 

THE TACK ROOM All things 
equestrian 

www.eastwicklodge.com 
01279 423443 


SELL IT! 


ADVERTISE 

your 
MOBILE 
PHONE 
in CLASSIFIED 

NOW! 



CROSS BREED PUPPIES 

Labrador size, healthy, happy, 
seen with mum, good with 
children, ready 6th December 
onwards. Fully wormed and first 
vaccination, £120. 07763 

362717, 01992 478657, ask for 
Gemma 

STAFFORDSHIRE BULL 
TERRIER PUPS, full pedigree, 
KC reg, all colours, home 
reared with children, dogs and 
bitches, six weeks, free 
insurance. 01279 434294, 

07971 461301. 

GERMAN SHEPHERD 

PUPPIES long coated, 7 black 
and tan bitches left. Fantastic 
temperament. Mum and Dad 
can both be seen. 01279 
777225/ 07956 576992 

ADORABLE EX-RACING 
GREYHOUND Seeking loving 
homes, please phone Elaine. 
01279 501899 or visit. 
www.greyhoundhomer.org.uk 

LURCHER PUPPIES Farm 
reared, lovely natures, very 
good with children, both parents 
can be seen, good homes only. 
£130. 01279 777275. 

BEAUCERON PUPPIES 5 

months old. 2 harlequin bitches, 
rare French breed. Lovingly 
home reared, KC reg, imms. 
01279 841202 

MINIATURE DACHSHUND 
PUPPIES excellent 

temperament, pedigree, KC reg, 
wormed, insured. 07946 
624894 

SPRINGER SPANIELS liver 
and white. 6 weeks old, ready 
27th November. Mum and dad 
KC registered. £250. 07944 
781241 

2 MALE GERMAN SHEPHERD 

pups, Full pedigree, mum and 
dad KC registered and can be 
seen. Ready 8th December. 
£300. 07944 781241 

CAVALIER KING CHARLES 
PUPS mum and dad KC 
registered and can be seen. 
Ready 10th December. £500. 
07944 781241 

CAVALIER PUPPIES Excellent 
temperament. Veternary 
examined. Insured. 01992 
623895 


Packages starting from 

£7.05 


WHEN YOU TELEPHONE 

01279 436231 


Other Pets 


RSPCA Stort Valley Branch, 
has rabbits looking for good 
homes, contact Raye 01920 
421786 

www.rspcastortvalley.org.uk 

CHICKENS FOR SALE also 
bantams, silkies, ducks, geese, 
rabbits etc. Daytime 07886 
095233, Evening 01279 501672 

GORGEOUS BABY BUNNIES 

for sale, £10 each, 7 weeks old. 
Telephone Anne 01279 731288 


Pet Services 


HERTFORDSHIRE 
PET CARE SERVICES 

Luxury one to one boarding 
service within our family home. 
Cat sitting service within your 
own home. 

All animals loved and cared 
for as our own. 

LUCY 

01279 413 709 
07976 868924 


PURRFECT PARTNERS. Pets 
fed in your home, over seven 
years experience. Professional 
service, references available. 
www.purrfectpartners.co.uk 
01992 713612/08452 308507 


Pet 

Accessories 


FISH TANK, metre long, pump, 
heater, light etc, black ash 
cabinet, excellent condition, for 
quick sale, £120. Tel: 07787 
368559. 

LARGE, PUPPY CRATE, 

hardly used, suitable for large 
breeds, folds flat, can be used in 
car, £50 no offers. Tel: 07989 
068910. 

RABBIT HUTCH, good 
condition, £15. 07912 649161. 
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PUBLIC 

NOTICES 



SELL IT! 


ADVERTISE 

your MOBILE PHONE in CLASSIFIED 

NOW' Q _ 

Packages starting from L # ayw 


WHEN YOU TELEPHONE 

01279 436231 


Essex County Council« 

(BARROWS ROAD, HARLOW) 
(TEMPORARY PROHIBITION OF USE) ORDER 2007 


NOTICE IS HEREBY GIVEN that the Essex County Council has made the 
above Order under Section 14(1) of the Road Traffic Regulation Act 1984. 
EFFECTS OF THE ORDER: Temporarily restricting use of the southern 
pavement of Barrows Road in the District of Harlow from a point 
65 metres from its junction with Elizabeth Way for a distance of 50 
metres westwards. 


The closure is scheduled to commence on 22 November 2007, the 
restriction will last for 5 months, weather permitting. The closure is to 
ensure the safety of the public and workforce whilst building operations 
are carried out in adjacent Harlow Group Storage premises. 

Alternative route will be via: the footway on the opposite side of 
Barrows Road. 


Access to property will be maintained during the closure. 

The Order will come into effect on 22 November 2007 and may continue 
in force for 18 months or until the works have been completed, whichever 
is the earlier or if extended by the permission of the Secretary of State. 
Dated: 22 November 2007. 

County Hall Tony Ciaburro 

Chelmsford Director of Development, Highways & Transportation 


HIGHWAYS 

AGENCY 


M25 JUNCTIONS 27 TO 30 WIDENING: 

EXHIBITIONS TO EXPLAIN IMPACT OF THE SCHEME ON THE LOCAL ENVIRONMENT 

The Highways Agency has published an Environmental Statement to outline the 
environmental impact of works on the M25 between Junction 27, where it meets the 
Ml 1, and Junction 30, where it meets the A13. The Scheme, which is within the 
highway boundary, adds a lane in each direction of the motorway. 

We are holding a series of exhibitions to present the Scheme and its potential 
environmental impacts. You are invited to visit an exhibition and to express your views 
about the Scheme. Members of our staff and our consultants will be available to answer 
any queries about the proposals. Any comments will be carefully considered by the 
Secretary of State. 

Exhibitions will be held at: 

QUALITY HOTEL EPPING 

High Road, Bell Common, Epping, Essex CM16 4DG 

Friday 23rd November 2007 (2pm-9pm) & Saturday 24th November 2007 (10am-5pm) 

HOLIDAY INN BRENTWOOD M25 J28 

Brook Street, Brentwood, CM14 5NF on 
Thursday 29th November 2007 (2pm-9pm) 

THURROCK HOTEL 

Ship Lane, Aveley, Purfleet, Essex RM19 1YN on 
Friday 30th November 2007 (2pm-9pm) 

PARK INN THURROCK 

High Road, North Stifford, Essex RM16 5UE on 
Saturday 1st December 2007 (10am-5pm) 

CENTRAL PARK LEISURE CENTRE 

Gooshays Drive, Harold Hill, Romford, RM3 9LB on 

Friday 7th December 2007 (2pm-9pm) & Saturday 8th December 2007 (10am-5pm) 

Kiosks with Touch-Screen Presentations will be available to view at the following 
locations until 7 February 2008: 

Birchanger Green Services, Mil Junction 8 
Toddington Services, Ml Junctions 10-11 
Medway Services, M2 Junctions 4-5 

The Galleria, Comet Way, Hatfield, ALIO 0XR (until 20 December 2007) 
http://www. hig hways.gov. u k 



INSOLVENCY ACT 1986 


IN BANKRUPTCY 
HERTFORD COUNTY 
COURT 

No. 143 of 2007 RE: LEE 
JASON CLARKE, a Builder 
residing at 69 Vicarage Wood, 
Harlow, Essex CM20 3HG. I 
intend to pay within four 
months from 19 December 
2007 (being the last day for 
proving) the first and final 
dividend of 2.11 p/£. Creditors 
who have not yet proved their 
debts must do so by 19 
December 2007 otherwise 
they will be excluded from the 
dividend. The required proof of 
debt form is available on the 
Insolvency Service website 
(www.insolvency.gov.uk, 
select “Forms” and then form 
6.37). Alternatively, you can 
contact my office at P0 Box 
490, Ipswich, IP1 1YR 
telephone 01473 383535 to 
supply a form 

L Thomas, Official Receiver 
and Trustee, RTLU, P.0. Box 
490, Ipswich IP1 1YR 



Accounting/ 

Bookkeeping 


Chartered Certified 

Accountants 

Self Assessment 
VAT & PAYE 
Limited Companies 
Low Fees 
Free Initial meeting 
Gil & Co. 

Office in Harlow Town 
Centre 

Phone for a quote 

(01279)420021 


ACCOUNTS PREPARED tax 

reduced, fees from £200. Will 
visit. Pearson Mckinsey. 01992 
450555. 


SELL IT! 




WHEN YOU 
TELEPHONE 


ADVERTISE 

your LAPTOPS, DESKTOPS and PDAs 
in CLASSIFIED NOW! 

Packages starting from £ 7.05 


01279 436231 


Aerials 


DAVID W0RR0W 
SATELLITES 

TV/FM/DAB Aerials 
Digital Free View 
Sky Digital/ Plus/ HD 
Home Cinema 

0800 91 74149 
01992 622669 

FREE ESTIMATES 

CAI & SKY 
Authorised Installers 

www.dws-ltd.co.uk 


AERIALS 

TV, FM & SAT 
Installed & Serviced 

FREE ESTIMATES 

FREEVIEW 

SPECIALISTS 

01279 306620 


AERIALS PLUS SATELLITE 

Digital TV Aerials. Local service. 
Established 17 years. Call Carl, 
01279 654182, 07932 163592 


Architects 
and Surveyors 


DRAWINGS PREPARED for 

submission to local authorities 
for fast, efficient, quality service. 
Established 1969 .. . 01371 
872750 



Christmas & New Year Breaks 


Reader Travel Service 


New Year at 
Disneyland* 

Resort Paris 


Departs 30 Dec '07 f'A^A 
Adults from E Jt5*r 


Kids from £99 


TO BOOK, OR FOR A BROCHURE ON THE ABOVE HOLIDAY CALL: 
AQ^C 0 7 0 7C A 77 C Quoting Advert Code HEM 

7/43 All calls charged at local rate. 

or see us at: www*newmarket+travel/hem 

Or email stating brochure: hem@newmarket-group.co.uk 


Newmarket Promontions/Air Holidays Ltd. ABTA V787X/V7812. ATOL 2325. 


Gifts For Family 


www.newmarket.travel/hem 


Dirty Dancing 

HOTEL & TICKET OFFER 

26 Apr & 20 Sept '08 


From i 
For further info call: 

0845 226 9725 

Newmarket Promotions Ltd. 

W -ABTA V787X/V7812. ATOL 2325. 


WINDOWS XP COMPUTER , 

Packard Bell, 512mgbs of ram, 
CD rewriter drive, wireless 
mouse, keyboard monitor, 
Internet ready software, £95 
ono. Tel: 01279 506094 or 
07812 913803. 

WINDOWS XP COMPUTER E 

machine, 256 mgbts of ram, CD 
rewriter drive, DVD rom drive, 
mouse, keyboard and monitor, 
internet ready, £95 ono. Tel: 
01279 506094 or 07812 

913803. 

COMPUTER DELL 

DIMENSION 4300 P4 1.6ghz 
256ram 40gb like new DVD CD 
writer XP with COA modem 
network £85 local delivery 
07963 990 558 

PIANO, buyer collects, £75 
ono. Tel: 01992 414320. 


10.4 INS LCD TV with freeview 
boxed and all leads. £100 ono 
Tel: 07919286091 


SONY TRINITRON 20 INCH 
SILVER flat screen TV and 
Sony DVD player, 80ins width x 
21 ins depth, £140. Tel: 01992 
300986. 

PC DELL DESKTOP 2.8 GHz, 
1024 Mbram, 200 Gb HD, DVD- 
R/RW, Sound card, free 15” 
CRT Monitor, keyboard, mouse, 
software, £200. Tel: 
07957571000 


16 INCH COLOUR 
TELEVISION go, £35. Tel: 
01992 463144. 

PSP, 3 WEEKS OLD with 
receipt, comes with 9 top games 
and 2 movies plus carry case, 
£150. Tel: 07908 209992. 

42IN SONY REAR 
PROJECTION TV good 
condition £100 Tel: 
07956530150 

SPORTCRAFT STAND ALONE 
FOOTBALL table with spare 
footballs used by adults good 
condition. £40 ono Tel: 
07976207888 


YAMAHA FE30 ELECTONE 

upright organ with pedals. 
Matching stool. Excellent 
condition. £150. 0121 603 5444 


Gifts For Pets 


RABBIT HUTCH good 
condition £15 07912649161 


Christmas 

Trees 


TO ADVERTISE in this section 
please telephone 01992 526666 


Festive 

Flowers 


TO ADVERTISE in this section 
please telephone 01992 526666 



A Hamper 

Courtesy of Waitrose 


j^U'hU, 


WIN 

We have teamed up with Waitrose to offer 
one lucky reader the chance to win a 
Christmas hamper worth £ 150 . .. and the 
winner will also be able to choose what 
goes into the special festive basket. 

Waitrose is located in Bircherley Green, 
Hertford and offers a great range of food 
and wine, excellent for your Christmas 
shopping needs. 

To enter the competition just answer this 
simple question: 

Where is Waitrose located in Hertford? 

Send your entries to: 

Waitrose Hamper Competition, 

The Media Centre, 40 Ware Road, 

Hertford, SG13 7HU. Closing date 

for entries is 17th December 2007 UmII 

Normal Herts and Essex Newspapers rules apply. Winner will be the first correct entry | 
opened after the closing date and will be notified by phone. Editor's decision is final. 


Gifts For Him 


Reader Travel Service 


The Cheltenham 
Gold Cup 


Departs 13 March 2008 from 


£139.95 


TO BOOK, OR FOR A BROCHURE ON THE ABOVE HOLIDAY CALL: 
AQ4C 0 7 0 7C Quoting Advert Code HEM 

44U 7/4J All calls charged at local rate. 

or see us at: www+newmarket+travel/hem 

Or email stating brochure: hem@newmarket-group.co.uk 

Newmarket Promontions/Air Holidays Ltd. ABTA V787X/V7812. ATOL 2325. 


NOKIA 51401. MOBILE PHONE 

with Camera. Brand new still 
boxed. Unused. £60. Tel: 
07801056434 

MANS WATCH Ingersoll 
Gems, brand new in 
presentation box suitable xmas 
gift cost £400 accept £80 Tel 
01279 834841 


DRUM KIT, Tama State Star 
Pro, 5 pc, high hat, stool, 
metallic red, as new, £150 ono. 
Tel: 01992 581135. 

BLACK AND DECKER jig saw, 
£20. Tel: 01992 584183. 

BLACK AND DECKER saw 

bench, £10. Tel: 01992 584183. 


Personalised Gifts I Gifts For Her 




PERSONALISED GIFTS 

Photographs printed in the 
Hertfordshire Mercury, Herts & 

Essex Observer & Harlow & Epping 
Star can be reproduced on T-shirts, 
mugs, placemats & much more. 

Prices start from £6.50 

m % JB 

Order by December 5th to 
ensure delivery for Christmas^ 

To place your order telephone 

01992 526625 



www.newmarket.travel/hem 


Wimbledon 


5 8c 6 July 2008 

From £129 


For further info call: 

0845 226 9725 


Newmarket Promotions Ltd. 


ABTA V787X/V7812. ATOL 2325. 


SIERRA MOTORIZED 

treadmill, like new, 8 months 
old, £160 ono telephone 01992 
443987 

BODY SCULPTURE magnetic 
exercise bike virtually new £50 
Contact Ian after 6 Tel: 
07771705944 

LEONARDO COLLECTION 

hand painted porcelain doll 
‘Olivia’ still in box £20. Tel 07968 
365373 

TWIST AND STEPPER, hardly 
used £25 Contact Ian after 6 Tel: 
07771705944 


Activity Gifts I gjJgjgJ 


www.newmarket.travel/hem_ 

Torquay, Eden & 

LOST GARDENS OF HEUGAN 

28 Mar, 6 Jun, 5 Sept 
8t 3 Oct '08 

From £189 

For further info call: 

0845 226 9725 

Newmarket Promotions Ltd. 


ABTA V787X/V7812. ATOL 2325. 


www.newmarket.travel/hem 


Half-Term Magic 

AT DISNEYLAND’ 

9 & 16 Feb 2008 

SSP £129 

For further info call: 

0845 226 9725 


Newmarket Promotions Ltd. 


"ABTA V787X/V7812. ATOL 2325. 


www.newmarket.travel/hem 

Tutankhamun 

& THE GOLDEN AGE OF 
THE PHARAOHS 

Dec 2007 to Aug 2008 


From i 
For further info call: 

0845 226 9725 

Newmarket Promotions Ltd. 

„ ABTA V787X/V7812. ATOL 2325. 


BABY BOUNCER with 3 speed 
vibrations, play 2 songs multi 
position back rest, removable 
washable cover ex condition 
£15 ono Tel: 07809871526 

WATER SKIS, used once, £20. 
Tel: 01992 586861. 


GAME BOY ADVANCE SP 

(one pink and one silver) with 
games and accessories, good 
condition, great for long 
journeys, £100 pair Tel: 
07905471036 

BUBBLE INTERACTIVE 
CONSOLE and accessories, 
with Teletubbies, Fimbles, and 
Balamory games, VGC, perfect 
Christmas present for toddlers. 
£50 ono Tel: 07905471036 

LITTLE PEOPLES HOUSE 

and train track including all 
characters, suitable from 
12mths old, £15. Tel: 01992 
461053. 

JUNIOR POP UP UV 

playshade tent, £12. Tel: 01707 
875589. 



New Year 


AT DISNEYLAND® 

30 December 2007 

XL" £139 

For further info call: 

0845 226 9725 

Newmarket Promotions Ltd. 
»----ABTA V787X/V7812. ATOL 2325. 

Limousine 

Hire 


L.A. LIMO’S Stretch American 
Limousines. Christmas lights 
tour.Christmas parties transport. 
01992 447300 


BOYS 24” MOUNTAIN BIKE 

21 gears dual suspension 
hardly used £60 Tel: 
07931275763 

ELC EMERGENCY POLICE 

Moped 18mths-4yrs Good 
Condition, £25. Tel: 
07747784676 

JOHN DEERE battery 
operated child’s tractor with 
trailer, needs new battery, £50. 
Tel: 07900 213131. 

SEGA MEGA DRIVE in original 
box instruction manual plus 
code book for 100 games plus 
25 games £60 Tel 01279 
834841 

LEAP PAD LEARNING TABLE. 

Excellent educational toy with 
lights, sound, ABCs etc. Age six 
months to approx 3yrs. With box 
£15. 01992 448156 

REBOUNDER/TRAMPOLINE 

top quality, ideal for Xmas gift, 
folds for easy storage, £125 
new, bargain £40. Tel: 01279 
721959 or 07734 084216. 

WOODEN DOLL HOUSE with 
dolls and furniture in good 
condition £10 Tel: 07817239948 


Christmas 

Fayre 


TO ADVERTISE in this section 
please telephone 01992 526666 
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Bathrooms 


C.E Oakes <€ 

Established 45 years 

FOR THE COMPLETE SERVICE 


• Kitchens • Bathrooms • Plumbing • Heating 
• All associated building works carried out by experts to 
the highest standard • Free estimates • Corgi registered 

01279 421182 / 07836 736202 

www.cfoakes.co.uk 


Bathroom Interior Design 

Free Consultation, Design and Estimate 


VISIT OUR SHOWROOM 


Tel: 01279 722279 

www.bathroomid.co.uk email: info@bathroomid.co.uk 

Allen House, The Maltings, 
Sawbridgeworth, Herts CM21 9JX 


LUXURY 

BATHROOMS 

Supplied and Fitted 

• Carpentry • Tiling 

• All types of plumbing 

• Aqualisa shower 

servicing 

CW BANYER 

Fully qualified engineer 

01992 441982 

FREE ESTIMATES 


COMPLETE BATHROOM 
RENEWAL. All plumbing,tiling 
and carpentry. Free design and 
quotation. You buy, we fit. 
07875 205590/01279 792212 


CONSTABLE 

CONTRACTS 

Bathroom Installations 

• Plumbing ‘Tiling 

• Electrical • And all 
associated building work 

Free advice and quotations 

01279 834892 
07710 446385 

Member of the UK Consumer 
Protection Agency 


Builders and Contractors 


SAND 

BALLAST 


SHINGLE 


CRUSHED 
ICONCRETE 



A.AUCOTTS 

Roofing, fencing, 
carpentry, brickwork, 
decking. 

All work carried out by 
qualified tradesmen 

01279 439904 
07768 586049 

(Free estimates) 


FOR HIRE 

MAN and 
DIGGER 

Public liability insured. 

Mobile 07930 510278 
01279 427023 


KB BUILDERS 

All building work undertaken 

• Patios 

• Pathways 

• All brick work 

• Garden walls etc 

• Concreting 

• Garage conversions 

• Extensions 

Free estimates 

01279 813894/ 
07947 697526 


G SHARP AND CO 
BUILDERS. Extensions, 
Alterations, Partition, Plaster 
Boarding, Brickwork, 

Interior/Exterior, Painting, 
Roof/Guttering, Driveways, 
Patios, Repairs/Maintenance, 
Professional Workmanship, 
Free Estimates, 01279 755231. 

BUILDER/BRICKLAYER 

extensions, patios, groundwork, 
landscaping, drives, repairs & 
alterations. 

Free Estimates. 01992 583387, 
07919 973963 

BROOKSIDE GROUND 
WORKS Block paving, patio’s, 
drives, drainage and concreting 
and footings, 01279 777624, 
07743 689413. 

BRICKLAYER - 40 YEARS 
EXPERIENCE All brick-work 
undertaken. Free estimates, all 
work guaranteed. 01279 
442318/07957 756423 
EXTENSION DRAWINGS done 
to planning and regulation 
approval, all types of 
drawings.Struct.calcs, please 
call Danny. 07900 906140 
PLANS FOR LOCAL 
AUTHORITY APPROVALS 
Extensions and conversions. 
01279 423141 anytime. 
DRAWINGS FOR LOCAL 
AUTHORITY Approvals, 
extensions, conversions etc. 
01992 500508 

PLANS DRAWN for local 
authority approval, extensions, 
conversions etc, 01279 864931 
(after 6pm) 


Carpentry/Joinery 


C.D. CARPENTRY. Over 25 
years experience. Commercial 
and domestic work carried out. 
Doors, kitchens, bedrooms, 
flooring, staircase etc. Free 
estimate. 01279 329234, 07766 
484241. 

RELIABLE QUALIFIED 
CARPENTER 30 years 
experience, kitchens, 

balustrade staircases, doors 
etc, free estimates. 01920 
420293 

J&S CARPENTRY all aspects 
of carpentry. Doors, skirting, 
decking. Specialists in fitted 
furniture and wood flooring. 
07955 788182. 

CARPENTRY AND LOCKS, 

doors, flooring, work tops, 
kitchens, skirting, fencing, 
sheds. Free estimate. Call 
01992 613262, 07881 932424. 

CARPENTRY WORK carried 
out, Mature Englishman 36 
years experience. Free 
estimates. 01279 324022/ 

07785 240660 

CARPENTRY Doors, windows, 
kitchens and bedroom furniture 
fitted. Phone Dave 01279 
424061, 07958 484380. 

CARPENTRY, LOCKS FITTED 

worktops, laminate flooring etc, 
Flat-packs, free estimates. 
01992 443392/ 07951 241664 


CARPENTRY Doors, floors, 
windows, wardrobes, kitchens 
supplied & fitted. John Moore 
01279 442264/ 07958 414519. 

GREEN CARPENTRY 

Experienced, reliable. Kitchens, 
wardrobes, doors, flooring etc. 
01992 560354/ 07973 408904 


Carpet Fitting 


RAY HALL CARPETS 

Selection of carpet and vinyls, 
re fits and adaption work, your 
carpets or ours. Free quotes 
9am - 9pm 7 days a week. 
01279 865262/ 07986 168966. 


Carpet/Upholstery 

Cleaning 


WARWICK CLEANING 

23 years experience . .. 
immaculate reputation! 

Carpets/Rugs/ 
Curtains/Chairs/Sofas 
(incl leather)/ 
Spring Cleans/ 
Deep Cleans/ 
Domestic & Commercial. 
Fully Insured. 
Freephone 
0800 043 4583 


CARPET/UPHOLSTERY 
CLEANING. Quality work 
guaranteed, fully insured, 24 
hours, 7 days a week, 
established 1979. 01279 

793264 or 07836 691680 

(Mobile) 


EASICLEAN Dry carpet 
cleaning. Call Steve on. 01279 
862567/ 07980 675577. 


Chimney 

Sweeps 


CHIMNEY SWEEPS. Chimneys 
swept. Pots, Cowls and bird 
guards fitted, all aspects of 
roofing undertaken. Telephone 
01279 304664, 07966 263254. 


Cleaning 

Services 


DOMESTIC CLEANING 
Call 

01279 876320 

OFFICE & COMMERCIAL 
CLEANING 
Call 

0845 8385 217 

CARPET & 
UPHOLSTERY 
CLEANING 
Leather a speciality 
Call 

0845 8385 218 

Email: 

info@simplycleaners.co.uk 
Simply Cleaners est 2002 


Computer Services 


Computer Problems? 
We can help you 

No Fix No Fee 

Member of British Computer Society 
Association Code of Conduct. 

0845 869 1477 or 07971 859355 

GA Consulting www.geekassist.co.uk 


PC 

I 


BRILLIANT 
REPAIRS 


• FREE On-site Visits 

• Upgrades 

• Internet/E-mail Set-up 

• Networking Home/Bus 


• Virus Fix 

• Laptop Repairs 

• Mac Support 
•Training etc. 


01279 316431 


I 

I 



PC Tutor 

Repairs, Tuition 
Upgrades, etc 

Call Steve on 
01279 442651 
07903 367237 

£15 p.h.+£1 per mile 


eZe - pc 

Computer specialist 
Free PC health check, 
upgrades, repairs, 
custom pc, internet, 
network setup. 

No Fix No Fee 
No call out charge. 
Competitive rates. 
07833 532 854 
www.eze-pc.biz 


Curtains and 
Blinds 


BLINDS 

2 VERTICALS 
FOR £99 

IN OUR POPULAR 
ATLANTIS RANGE 

UPTO 50% 

OFF OTHER 
SELECTED RANGES 

PHONE NOW FOR AN 
APPINTMENT 

FREE QUOTATION 
NO OBLIGATION 

FAST 

RELIABLE 

EFFICIENT 

ALL BLINDS ARE MADE 
TO MEASURE 

COUNTRY BLIND 
COMPANY 

01279 414202 


MADE TO MEASURE curtains, 
blinds, Venetians, roller and 
alterations. Professional and 
efficient service. Call Val on 
01279 316786, 07861 681634 


BLINDS AND CURTAINS Over 
35 years experience, free 
estimates and advice. Call Phil 
01992 554369/ 07850 740923. 


Discos and 
Live Music 


SOUNDS GOOD DISCO All 

occasions catered for including 
childrens parties. Competitive 
prices. Telephone 01279 
421090, 07720 312224. 

F B S DISCO Reliable 
competitive rates. Parties, 
Weddings, functions, Children’s 
Parties. 01279 436621 

FEENIX 197 the disco and 
Karaoke with the big heart and 
sounds, past and present 
Harlow 863972 

HIGH SCHOOL MUSICAL. 

Disco for kids parties, your 
place or ours. Starmaker 01992 
765824 or 07746 423845. 

SOUNDING GOOD Mobile 
disco. Music for any occasion. 
Call Paul 07803 167055 
www.soundinggood.co.uk 

R&M SOUNDS. Mobile Disco 
Specialists. All functions, all 
ages, experienced DJ’s. Call 
Andrew 07752 035947 


MOON CITY DISCO Any 

occasion 50’s-2000’s music. All 
bookings confirmed. 01279 
439836 


YOURDISC04U your party, 
your music. Call 07984 

470363. Birthdays, theme 

nights, weddings. 

MIDAS DISCO for all your party 
needs. Telephone, 01279 

817554. 

MIXED DOUBLES LTD Music 
through the decades. 01279 
412109/07711 906294. 

ARC DISCO. Music and Lights 
for all occasions, Tel: Andy 
01279 503870. 


Domestic Appliance Repairs I 


Heating 


, BENDIX • SERVIS»INDESH»CREDA»COLSTON * ELECTRA« 


WASHING MACHINE REPAIRS \ 

HOTPOINT AND PHILIPS SPECIALISTS 
All repairs carried out by factory-trained engineers 
TUMBLE DRIERS • DISHWASHERS • COOKERS 
FRIDGE/FREEZERS, etc plus Ml 
MICROWAVE repair and test facilities 
SMALL APPLIANCE CENTRE 

Authorised Service Repairers for most 
makes of small appliances 


wee. 


T 


1 28 THE STOW SHOPPING PRECINCT 11 
k. HARLOW 


01279 451688 




OLSTON • ELECTRA 


A A DOMESTIC 
APPLIANCE REPAIRS 

• Free Estimates 

• No call out charge 

• All work guaranteed 

Washing machines, dryers, 
dishwashers, electric 
cookers, all makes repaired. 

01992 306168 
01279 755244 
07789 658144 


WASHING MACHINE 
REPAIRS 

• Hotpoint • Hoover • 
Zanussi • Creda • Indesit etc. 

no call out charge 
free estimates 
same-day service 
1 year guarantee 

01279 864845 
01992 715388 
07786 838391 


ELECTRIC COOKER 

REPAIRS SPECIALIST Free 
estimates, no call out charges, 
all makes repaired. 01992 
306168, 01279 755244, 07789 
658144 

EX-HOTPOINT ENGINEER 

free estimates, washing 
machines, dryers, cookers, all 
makes repaired. 01992 306168, 
01279 755244, 07789 658144 


Dressmaking 


CAROLINE, DRESSMAKER/ 
TAILORESS for couture, bridal, 
christening, day, ecclesiastical 
and evening wear. Home 
furnishings and alterations. 
01279 438196 


Electricians 


P.R.B 

Electrical Contractors 

No job too small - from an extra 
socket to a complete re-wire 
All installations to BS7671 
NICEIC Approved 
Fire Alarms to BS5839 
Landlord Certification 
Tel: 01279 303044 
07817 223367 


FULLY QUALIFIED, 

RELIABLE ELECTRICIAN 

NICEIC, Part P approved. For 
all your electrical needs from 
extra sockets to fuse boards 
and full re-wire at competitive 
prices. For a friendly 
professional service Tel: AJS 
Electrics now on 01992 574848/ 
07824 388194 

JH ELECTRICAL All electrical 
work undertaken by qualified 
electrician. Free estimates & 
advice, call Jack 01279 600109, 
07739 742536 

SHOWERS, LIGHTING 

Sockets, extractors, all 
domestic work undertaken. 
01279 435272, 07779218589 


Entertainers 


yyyyyyyyyyyyyyyyy 

y Children’s Pamper Parties y 
y by Tips n Toes ¥ 

V Try something different for your V 

y daughter’s birthday. y 

Make over parties including hair, nails 

V and make up plus PS2 Karaoke to V 

y sing along to y 

£120 including Special Gift for the 

V Birthday Girl V 

y Up to 10 guests minimum age 6 y 

Party duration approx 2 hrs 
▼ Contact Leigh on V 

y 01279 411051 or 07738571480 y 

yyyyyyyyyyyyyyyyy 

GFC LEISURE/ GILLS FUN 
CASTLES Nol for inflatable 
fun. Book now for parties, fetes, 
fundays. Brochure available. 
01279 432567/433489. 
www.gfcleisure.co.uk 

ANDREW BURDEN. Childrens 
Entertainer. Magic, Balloon 
modelling, Games and Live 
Rabbit. 01707 884498. 

A1 RELIABLE DISCO and 

karaoke. All occasion/ areas. 
Childrens parties. Short notice 
bookings. Tel: 0800 9567062 

MR RIGHTS Magical parties, 
(inc junior X-Factor). 01992 
640673/07734 247182) 


Flooring 


Wide Choice of Beautiful 
Timbers and Laminates 

Competitive Prices - Free Quotations 
Installed by Skilled Craftsmen 

Timberland Flooring 

01279437210 

£ove 'tyoun. 


G. FORSHAW FLOORING. All 

domestic and industrial work 
undertaken. Amtico registered. 
Free estimates. 01279 834436, 
07875 321673. 


French 

Polishers 


FRENCH POLISHER, 

Insurance claims, tables, doors, 
staircases, new and old 
furniture. 01279 722712. 


Garage/Garage 

Doors 


AJS GARAGE 

POORS 

Suppliers of all types of 
Garage Doors, Electric 
Operators 
and Gate Systems 
Fitting and Repair Service 
Available 

Showroom located at 
55 Great Cambridge Road, 
Cheshunt, Herts 
(on A10 at College 
Road Traffic Lights) 

Tel No: 01992 630404 
Mobile: 07710 477866 


MANOR 

GARAGE DOORS 

Garage doors and 
operators, supplied and 
fitted. All repairs 
undertaken, excellent 
customer satisfaction 
record. No deposits. Local, 
friendly company. 

01279 452628 

www.manorgaragedoors.co.uk 


Handy 

Persons 


HOME 

MAINTENANCE 

SERVICES 

Woodwork, Floors, 
Decorating, kitchens, 
Bathrooms, Plumbing. 
City & Guilds Qualified. 

07871 466060 
01279 418569 


.. .Especially 4.U... 

Local Carpenter/ Handyman 4. 
All the things U want 
Done Now!! 

• Bathrooms • Kitchens • 
Flooring • Tiling • Painting • 
Decking • Plumbing/ Electrics 
Repaired • And Altered • 

Call Steve on 

01992 522161 
07952 675056 


ODD JOBS Handyman 
services. Flat packs, painting & 
decorating etc. Free Quotes. 
01279 320798 



WHEN YOU TELEPHONE 

01279 436231 


J . HALLETT & SON HEATING 

BOILER INSTALLATION SPECIALISTS 


• Boiler Servicing 

• Boiler Repairs 

• Energy efficiency, boiler installer 

• Power flushing 

• All domestic gas works 
undertaken. Cookers, Water 
Heaters, Combi Boilers, Gas Fires. 



214783 


• 24 hour call out. No call out 
charge 

• Fully Insured 

• Corgi Registered 

• Free quotes 

• Full Central Heating Systems 
fitted 


01279 834974 / 07917 323758 


FIYEOAX 


GAS BOILER SERVICE 
SPECIALISTS 


Full heating and boiler changes 

Corgi trained engineers service 

r For a FREE quote call 

W e 01279 466725 / 07831 330492 


PLUMBING (BATHROOMS, 
SHOWERS, TOILETS) Heating 
/ Drainage. 25 years exp, 
qualified / insured / reliable. 
Reasonable rates and 
discounts. Telephone Russell 
07739 357498. 1 hour response 
in emergencies 

CORGI REGISTERED 

HEATING ENGINEER, all 

boiler and heating systems 
sen/iced, repaired and installed. 
Other plumbing work also 
undertaken. Telephone 07836 
358318 


Heating/Gas 


SAH 

The Heating Specialists 

Boilers Servicing and 
Repairs 

New Boilers Installed 
Power Flushing 
Cookers, Ovens, Hobs 
Corgi Registered 

01279 411316 
07960 106122 


J. NEWMAN (jffl 

Plumbing & 

Heating 

Full central heating 
installations, boiler 
changes, cylinders, 
s/tanks, boiler servicing, 
system repairs, bathroom 
suites. 

01279 452251/ 
07738 006877 


K & C GAS 
SERVICES 

All types of Gas Appliances 
serviced and repaired 
Central Heating System repairs 
System Power Flush 
Appliance Descale m 
Landlord Certificates yZf 
Cooker and Fire Installation 
TEL: (01279) 654893 
MOBILE: 07789 001972 


PLUMBING (BATHROOMS, 
SHOWERS, TOILETS) Heating 
/ Drainage. 25 years exp, 
qualified / insured / reliable. 
Reasonable rates and 
discounts. Telephone Russell 
07739 357498. 1 hour response 
in emergencies 

LANDLORD SAFETY 

INSPECTIONS from £40. 
Cookers installed, boilers 
serviced. Taps, ballcocks, tanks 
replaced. All plumbing and 
electrical work carried out. Corgi 
and NICEIC registered. 01279 
305458, 07803 932647 

GAS! GAS! GAS! All gas work 
undertaken, specialist in gas 
fires and surrounds. Fully 
insured. Corgi registered. 
Telephone 07876 032708 

STEPHEN COBIE T/A S C 

Services. Corgi registered. All 
aspects of heating. 01279 
323693, 07739 736352. 


Household 

Services 


A1 Ironing 
Company 

Free collection & delivery. 
Guaranteed service. 
Price per item. 

No minimum. No maximum. 

Competitive rates. 
Discount on regular bookings. 

01279 414333 


Kitchens 


STYLE KITCHENS 
AND BATHROOMS 
UK LTD. 

Bespoke Kitchens to suit 
your budget 
Design and Installation 
Testimonials and 
Portfolio on request 
All work guaranteed 
Replacement door service 


Locksmiths 


PKA LOCKSMITHS 

Local 24 hours 
emergency lock opening 
Locks fitted, changed 
No call out charge 
OAP Discount 
01992 613262 
07881 932424 

PKA_Locksmith@hotmail.co.uk 


Man and Van 


STRONG MAN 
AND VAN 

Last minute / weekend 
Jobs no probs! 
Friendly, reliable 
service 

077100 31301 


Nazeing 
01992 446002 


REPLACEMENT 
KITCHEN DOORS 

BEST PRICES 

Made to measure 
service. 

Ring for brochure. 

01279 641199 

KNAGGSLTD 

www.knaggs4fittings.co.uk 


BUDGET 

KITCHENS 

1 Your ideal refit package 
| All kitchen work 
_ undertaken 

|★★★★★★★★★★★★★★★★★★★★★★ 

*10% DISCOUNT WITH* 
I * THIS ADVERT * 

I Call Stewart 

2}P 01992 632733 
07703 352617 


Granite Work 
Surfaces 

Supplied and Fitted to 
a very high standard 
Full range of colours 
15 years experience 
Very quick turnaround 
Please call 
07747 092834 


KITCHEN/BEDROOM fitter, 30 
years experience, free 
estimates, good rates, other 
work considered. 01279 
416168. 


Man and 
Luton Van 

Reliable service. Great rates 
No job too big 
No job too small 
Single items to house moves. 
24 hour service 
Free estimate call 
01279 411346 
07894 448468 


HAPPY MAN 
WITH A VAN 

NO JOB TOO SMALL 
For a free quote call 

Tony on 

07957 380765 

Email 

info@happymanwithavan.com 


MAN AND LARGE VAN. 

Almost anything anywhere 
delivered, moved, disposed of. 
House clearances, rubbish 
disposal, small removals, 
courier service. Reasonable 
rates, reliable service. Call 7 
days a week 07711 534286. 

VAN AND WORKING DRIVER. 

Almost anything, anytime, 
anywhere. Reliable service. 
Sensible prices. Call Steve at 
G.F.C, 01279 432262/ 432567, 
07961 054386. 

I D DIRECT parcels, pallets, 
ebay items, household goods 
delivered anywhere. Transit size 
van. 9ft long, high roof. 01279 
725513, 07985 010514 

ASK MARTIN 07836 702734. 
Ring for a quote, all considered. 


House 

Clearance 


HOUSE 

CLEARANCE 

Garages cleared. 
Removals undertaken. 

Rubbish disposal. 

For a prompt, discreet 
service call 7 days a week. 
01279 865567 
07817 443785 
07818 291769 


HOUSE CLEARANCE Est 

1990. Discrete and confidential 
service. All work undertaken. Tel 
01992 589782/ 07833 306094 


Li mo/Private 
Hire Services 


L.A. LIMO’S Established 
locally, 12 years. Navigators, 
Hummers and Limo’s. 01992 
447300 

LIMOUSINE HIRE white and 
pink limousines, 16 seater 
navigators. 01992 712608, 

07767 888338 


Loft Ladder 
Installation 


LOFT LADDERS INSTALLED 

Lights, Boarding, Insulation, 
Lofts cleared. Free Survey. 
www.artisanloftladders.co.uk 
01992 633883 


Music 


PROFESSIONAL 
MUSIC TUITION 

Most instruments covered 
including Theory and 
Singing. 

All exam boards covered 
if necessary. 

Fully insured and police 
checked. 

Contact Jason on 01279 
428283 or 07913 590013 


KEYBOARD, PIANO & 
SINGING TUITION conducted 
in your own home. Call 01279 
411393, 07906 220416 today! 
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Painting and 
Decorating 


ALL TYPES OF 
DECORATING AT 
REASONABLE RATES 

Fully insured. 
References if 
required. Clean, tidy, 
non smoking 
tradesman 
01279 427240 
Mobile 07790612954 


DS HARVEY 

PAINTING AND 
DECORATING 
GENERAL BUILDING 
WORK 

ALL INSURANCE WORK 
WELCOME 
FREE QUOTATION 
FULLY INSURED 

01279 301604 
Mob: 07985 176160 


G’s Interior 
Decorating Services 

Your Local Painter 
and decorator” 

Fully insured. 

For a friendly, reliable 
service please call 

Gary on 

01279 439301 
07914 601504 


IAN WADDINGTON painting 
and decorating. Reliable tidy 
tradesman. Free estimates, 
insurance work undertaken. 
01279 722263/ 07989 794221 
D & S LADY DECORATORS 
No job to small, free estimates, 
no pressure, Fully insured. 
Discounted rates for o.a.p’s 
07928 724038/ 01279 417836 
INTERIOR/ EXTERIOR 

DECORATING Interior and 
Exterior, no job too small. 
Reliable. Call John 07989 
101353/01279 731262 
DEREK BAYLISS Decorating 
services. Interior/exterior. City 
and Guilds. 30 years 
experience. 01279 504507, 
07903 568408 

PAINTING/ DECORATING/ 
PLASTERING. Friendly 
professional service. 01992 
574286/ 07966 690368. 
FEMALE PAINTER, 

DECORATOR, reliable, free 
quotes. Call Kay on 01279 
863602, 07986 531679. 
PAINTING/DECORATING 
Interior and exterior, reasonable 
rates, free estimates. Telephone 
01279 734351. 

PAINTING, DECORATING, 
CARPENTRY. Hallways a 
speciality. Free estimates. 
01279 864742, 07980 047098. 
SEMI RETIRED/DECORATOR 
Free estimates, no job too 
small. Call now on 01992 
717379, 07956 375175 


Pest Control 


HUMANE PEST CONTROL, all 

pests treated, same day 
service, competitive rates, 
NPTA registered. 01279 319345 


Plastering/ 

Artexing 


M.W. PLASTERERS 

All aspects of 
plastering including 
pebble dashing, floor 
screeds, coving and 
artexing, plaster over 
old artex, walls and 
ceilings, all insurance 
work taken on. 

All work guaranteed. 
Over 25 years 
experience. 

FREE ESTIMATE 

01279 417882 
07886 025830 


SM PLASTERERS 

17 years experience 

Replastering old walls, 
dry lining, rendering, 
floor screeding 

Free Estimates 
Top quality work at 
sensible rates 
All work guaranteed 

01279 425611 
07949 085365 


IAN HACKER PLASTERING 
SERVICES Clean tradesman, 
all aspects of plastering 
undertaken. Free estimates and 
insurance work welcome. 01279 
300242/07712 692288 
PLASTERING AND 

ARTEXING. No job too small, 
highest quality, lowest prices, 30 
years experience, all areas 
covered. 01920 438417 / 07850 
140003 

JUST PLASTERING clean, 
reliable service. Beautiful 

smooth finish, references 

available on 
www. j ust p I astering.net 
01279 320016, 07782 347254 
LW PLASTERING SERVICES, 
clean tradesman, all aspects of 
plastering undertaken, free 
estimates. 07832 370818, 

01279 418364 


PLASTERER good quality 
clean work. Excellent rates. 
Alan, 01279 792684 or 07903 
486205 

ARTEX, COVING textured 
walls, ceilings also skimming for 
a flat finish. Established 25 
years. 01279 416709 


LUXURY 

BATHROOMS 

Supplied and fitted 

• Carpentry •Tiling 
• All types of plumbing 
• Aqualisa shower servicing 

CW BANYER 

Fully qualified engineer 

01992 441982 

FREE ESTIMATES 


PLAS T ER I NG -FI N I SH I NG 

SPECIALIST High quality, low 
cost, professional service. 
01992 574286, 07966 690368 
PLASTERER small plastering 
jobs done straight away. 
Telephone 01279 835630 


GRANTS PLUMBING AND 
TILING, bathrooms fitted etc. 
City & Guilds craftsman. 01279 
323782, 07956 950707 
PLUMBER no call out charges, 
reliable and reasonable rates. 
01992 309836, 07900 256682 
K.P PLUMBING. No job too 
small. Tel 01279 454227, Mobile 
07786 235671 

FLUSHED AWAY. All plumbing 
and bathroom installs, qualified, 
insured, competitive rates. 
01279 410451, 07837 555361. 


Property 

Maintenance 


AQUARIUS PROPERTY 
MAINTENANCE. Plumbing, 
drains, painting and decorating. 
Internal, external work. Free 
estimates. 07870 855551. 


Removals 


REMOVALS/DELIVERIES 
HOUSE/GARDEN/ 
GARAGE CLEARANCE 

Absolutely anything, 
anywhere. 

Friendly reliable service. 

Call for a quote 

01279 834340 / 
07815 787571 


MY VAN AND ME, prompt 
reliable service, no job too 
small, short notice delivery, all 
prices negotiable. Tel 01279 
416119, 07717 603221. 

FRIENDLY, EXPERIENCED 
REMOVALS Clearances, 
Storage & Deliveries. From 
£15p/h. 01279 323607/ 07790 
403037. 

WORKING MAN and van, 
removals, deliveries nationwide, 
fully insured. Jeff 01371 
875002/07974088195 

LUTON VAN driver for 
removals, pianos, single items. 
01992 581530/ 07976 567627. 

CASTLETOWN REMOVALS 

For all your removal needs. 
01992 589782/ 07833 306094 

COMPLETE REMOVALS & 
STORAGE Great service. Free 
Estimates. 01279 411346. 


Rubbish 

Removal 


MERCEDES LUTON VAN and 

working driver. Local and 
distance work, rubbish cleared. 
For a free quote phone Peter on 
07860 469927 or 01992 

576100. 

VAN WITH DRIVER. 

Removals, rubbish clearance, 
house garden 01279 816767 / 
07811 319720 


Plumbing 


CR PLUMBING 
SERVICES LTD 

Tel: 01279 450474 

From leaky pipes to a complete re-plumb. 
Leaks, burst pipes, bathroom 
installations. 

No job too big or small. 

24hr call out. 

Free quotes. 

All work guaranteed. 

Fully insured. 


NCS PROPERTY MAINTENANCE 

Registered with CORGI, APHC and the Federation 
of Master Builders 

Plumbing Electrics Fencing Extensions 

Heating Appliance Repair Guttering Conversions 

Boiler Services Tiling Fascia Cladding Plastering 

Drainage Clearance Roofing Decorating Carpentry 

All work guaranteed 
01920 487 111 


FREE ESTIMATES 


LOCAL 

PLUMBER 

Small jobs 
preferred 
No call out fee 
OAP Discounts 

01992 
572574 


EASY FLO 


Plumbing and heating services. 
Full central heating systems, 
boiler breakdown and repairs. 
Full plumbing service, fully fitted 
bathroom and tiling service. 
Corgi registered and 

f 'p approved. Gas landlords 
l safety certificated. British 
Gas main contractor. 


01279 418578 
07743 976163 


AJ 


Plumbing 

Services 


All Plumbing Maintenance 
Leaks, Boilers, Burst Pipes, 
Airlocks, Showers, Bathrooms. 
24 hours, free estimates. 
Guaranteed workmanship. 

Fully insured. 

Corgi registered 220933 



01279 320717 
07989 951676 


PLUMBING (BATHROOMS, 
SHOWERS, TOILETS) Heating 
/ Drainage. 25 years exp, 
qualified / insured / reliable. 
Reasonable rates and 
discounts. Telephone Russell 
07739 357498. 1 hour response 
in emergencies 

NSE PLUMBING AND 
HEATING All plumbing work 
undertaken, bath suites and 
kitchen installations. 

Emergency 24 hour callout, City 
and Guilds qualified. Contact 
07811 074200, 01920 487989 

S & B PLUMBING. Kitchen and 
bathroom fitting, emergency 
callout. Free estimates, OAP 
discounts, fully insured. No job 
too small. Call Alan, 07956 
957048 

DAVE LOWE. All Plumbing 
work undertaken, no job too 
small, no call out charge, free 
estimates, 30 years exp. Tel 
01279 301540, 07768 105839. 

R & K PROPERTY SERVICES 

One phone call for all trades. 
Fully insured, fast, friendly 
service. 01279 416702, 07727 
629669, 07786 235671 

ALL GAS AND PLUMBING 

Installations and repairs, Corgi 
registered, fully insured. 01920 
487442, 07786 936018 

P.M. PLUMBING experienced 
plumber, no job too small, great 
rates. Call 01279 830603 or 
07794 043440. 


TV Video 
Services 


HOMEENTERTAINMENTDIRE 
CT.CO.UK Plasma, LCD and 
home cinema installation 
specialists. 01992 301757 

07961 801488 


RUBBISH CLEARED. Grab 
lorry available. Reasonable 
rates, reliable service. 07971 
436214 

RUBBISH CLEARANCE all 

rubbish loaded and taken away. 
Fully licensed, free quotes. 
07917 445535, 01992 441089 


Roofing/Guttering 


HARLOW FELT ROOFING SPECIALIST 

Slating and Tiling • Chimneys and Leadwork 
Guttering and Fascias • Garage Flat Roof • Loft conversions 

INDUSTRIAL AND DOMESTIC 
30 years experience 
OAP discount 
Local references available 

£2 Million Public Liability Insurance (Heat Work Included) 

Telephone: 01279 426644/Mobile: 07860 472135 


EXTREME 

ROOFING 

Slates, tiles, fascia, lead 
welding chimney pointing, 
guttering, dormers 

Repairs, new/old work 

01279 755130 
07968 703615 

Over 10 years experience 


RJA ROOFING 

All Pitched and Flat Roofs 
Repaired/Renewed, 
Fascias, Soffits, Guttering, 
Chimneys Repointed. 
Over 20 years experience. 
Call Roy 

01279 300659 
07780 602522 


WRENS COMPLETE 
ROOFING SERVICES 

Tiling, Slating, Flat 
Roofing, uPVC Fascias, 
Soffits, Guttering, Lead 
work, Chimney work. 

Public liability. 
0800 2343177 
07852 148394 

A. ARCHERS ROOFING ' 

GUTTERING All types of 
roofing and guttering 
undertaken and repairs. Free 
estimates call. 01279 324876 


Tuition 


HOME TUITION 

Private tuition at home, all 
ages, primary, GCSE, 
A-Level, adults. 
Qualified and experienced 
tutors in your area. 

For further details and 
advice, please 
telephone: 

Home Education Service 
01462 670396 Empagy 


GUTTERS CLEARED 

Serviced, Repaired, Replaced. 
Free quote and friendly service, 
seven days. Francis. 01279 
428732, 07984 055460. 


Tilers/Tiling 


GREGORY TILING AND 
BATHROOM specialising in 
wall / floor tiling and bathroom 
fitting. PTS certified, high quality 
and reliable service. Call Stuart 
on 07872 075232 

STAR TILING professional and 
reliable service. Bathrooms, 
kitchens, conservatories. Free 
quotations. Call Rob on mobile, 
07765 243161 or 01279 815889 

TILING 20 years experience, 
all types, professional job. For 
free quotes and advice, phone 
Gary 07810 785052 

CERAMIC TILING SERVICE 

Bathrooms, designed and 
installed. Telephone 01279 
724856, 07974 818309 

GRANTS TILING AND 
PLUMBING, bathrooms fitted 
etc. City & Guilds craftsman. 
01279 323782, 07956 950707 


ANNA LOUISE SPANISH 
SCHOOL Learn Spanish in 
small groups in an exclusive 
country setting. Experienced 
teacher. Telephone Anne Whale 
(BA Hons, MA) 01279 731288 
www.annalouisespanishschool. 
co.uk 

TUITION SATS 11+ and GCSE. 


TV Video 
Repairs 


ROY’S TV AND VIDEO 
REPAIRS, also satellite and hi- 
fi. competitive rates. 01279 
792069. 


BOILERS bath suites, 
servicing, installations. Corgi 
registered. Phone Steve 01992 
614543, 07973 204730 


Specialising in Maths/ English/ 
Science with an experienced 
teacher. Call 01279 310425, 
07740 104717 


SOUND AND VISION 

TV,video,Hifi repairs. Free 
estimates, free callout. 07866 
865988 


Skip Hire 


r 


Upholstery 


TOTAL WASTE MANAGEMENT 


SOLUTIONS 


FREE CALL FOR SKIP HIRE 

0800 0839336 


MONKS 8c SONS 

(UPHOLSTERERS) 

THE FAMILY BUSINESS WITH OVER 65 YEARS 
EXPERIENCE 

ALL WORKMANSHIP GUARANTEED 
FREE ESTIMATES 

FOR A FRIENDLY EFFICIENT SERVICE 
B/STORTFORD (01279) 653331 



• All sizes of skip supplied 

• Licensed to carry asbestos 
and hazardous waste 

• Full skip hire service • Transfer yard 


Fully licensed by 
the Environment 
Agency 



HILL SKIP HIRE 


4,6,8,12, 20, 30 & 40 Cubic Yard Skips 
24 Hour grab service available 

Reclaimed building materials, sand, ballast, crushed concrete and hardcore. 
Licensed Transfer Station. 


Tel 01279 451987 
01992 443569 
Mob 07904 712616 

7 days a week 


COURTLANDS 

WASTE MANAGEMENT 

2-12 yard Skip Hire 

20-40 Yard Roll 
On/Off Skips 

Probably The Best 
Prices Around 

Reliable and Flexible 
Domestic and Trade 

01279 306050 

Established 25 years 
Family run business 


CHEAP SKIP HIRE 


BUILDERS 1 

* 6/7 YARD * 2-, 3- & 4-YARD MINI/MIDI SKIPS 

* SAND * BALLAST * CEMENT 

* CRUSHED CONCRETE: Type 1 

* WASTE TRANSFER STATION 
* SAME DAY DELIVERY 

_ call DAVE at FROOM & CO 
\ www.froom.co.uk 


01992 444274 




D. R. BROWN 


Hire 


All sizes. Roll on/off containers. 
Contract hire welcome. 
Domestic or Industrial. 
Licensed Waste transfer station 

01279 417586 / 07802 843100 


W M RECYCLING LTD 

SKIP HIRE » 

CHEAP-QUICK-RELIABLE 

ALL SIZES - SAME DAY / NEXT DAY SERVICE 
ALSO LOAD & LIFT SKIP BAGS 


01279 868719 or 01992 890411 

SERVING HERTS & ESSEX 


HERTS & 
ESSEX SKIPS 
07980 074688 
07836 377889 


SKIP HIRE 


<1 


01992 582253 

SQ ENVIRONMENTAL 

leg m 


GREATER 
LONDON WASTE 
DISPOSAL LTD 

Same day service - 
All areas covered - 
Domestic & Commercial 
- 4 to 12yd skips - 20 to 
40yd hook bins - Own 
licensed local Waste 
Transfer Station - 
credit/debit cards 
accepted 
Telephone No: 
0208 805 7200, 
email: 

info@greaterlondonwaste. 

co.uk 


Wedding 

Services 


WEDDING RING 
CUSHIONS 

Cream Satin 
Available to order £10 
Edged in Guippur lace 

BABY BLESSING 
PILLOWS 

Cream Satin 

Guippur lace edging, £25 
All hand finished 

01279 416138 


SELWAY 

WEDDING CARS 

Professional chauffeur 
driven cars. Discounts 
for midweek weddings 
and second cars. 
Find us at 

www.selwayweddingcars.co.uk 

or call 01279 641325 


DAVE SKINNER WEDDING 
PHOTOGRAPHY. 01279 
439412, 07967 472715 

www.daveskinner- 
photography.co.uk 

BASSETT WEDDING 

PHOTOGRAPHY, affordable, 
experienced, professional 
photography. 01992 522738 
www.bassettphoto.com 

CLASSIC WEDDING CAR 
HIRE phone now to book a 
FREE trial ride. Phone Steve, 
01279 432432 or 07958 702215 

WEDDING PHOTOGRAPHY 

only £200 including 
photographs in album. 0208 
5314322 

TWO WHITE ROLLS ROYCES 

Wedding car hire. 07831 
260203. Freddie 


Windows and 
Glazing 


KMH WINDOWS 

Wood and UPVC 

Replacement UPVC windows, 
doors, conservatories. 
Carpentry work and 
replacement double glazed 
units. 

Local experienced tradesman. 
Certass registered company. 

Call Kevin 

07860 187803 


THE GLASS DOCTOR. Broken 
windows speedily repaired. 
Misted up units replaced. 07711 
253710. 


8 

PERSONAL 

SERVICES 


BRAND NEW!! Persian exotic 
Caribbean beauty, absolutely 
stunning. Sensual massage 
07013 119331 

CLASSY BRUNETTE slim, 
attractive, discreet escort. No 
anonymous calls/text 

messages. 07922 230161 
FIT SLIM MALE (straight), 38, 
escort masseur for ladies or 
couples. 07833 156352 (any 
time) Patrick 

2 GIRLFRIENDS 26 & 28, want 
to meet a man for fun and 
games, call 0871 7060874 




7931 389272 


GPM ID GAM 


: MATURE • 
SLADES OFS 
: HARLOW S 

• SPECIALS • 

• DAILY • 

$01279 419898$ 

• 01279 427589 • 


New, young, 
beautiful blonde 
student. 
Offering full 


Offers massage 
High class escort 
07944 094617 

By appointment only 

Waltham Abbey 


MEN ONLY Fully experienced 
male masseur offers discreet 
friendly unhurried massage for 
the mature gentleman. 07504 
385482 


QUALIFIED THERAPIST 

Therapeutic massage, for 
relaxation and stress relief. 
07940 820725 


CARLY Harlow area, 
afternoons & eves only. Text 
CARLY to 69996 for pics. PCT 
Box653 tw92wz. £1.50/msg 18+ 


VISITING MALE MASSAGE 

For Ladies, Gentleman and 
Couples. 07917 428506 
JADE 18 year old english 
brunette offers visiting massage 
service. 07961 509021. 
INDULGENCE MASSAGE 
01279 420656 


ORIENTAL " 1 

GARDEN 

Exotic Chi/Jap Massage 
Harlow Town Centre 
Escort Service Available 
10am - til late 

Call 

07810 045588 
07847 690450 mj 

SEXY TRANS GIRL for 

discreet adult fun. 

Hatfield 07891 316310. 
www.jodiets.moonfruit.com 
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Mak&tDDate 


Call 0800 056 3* > Now to place a FREE Advert or log onto http://dating*hertsessexnews««Mik 




IF YOU’RE looking for exciting 
fun possibly leading to more - then 
look no more. 100% discretion. Call 

0909 105 1198 or text DATE210 to 
88300. 

ARE YOU IN NEED OF SOME 
FUN? Bored or Lonely? CALL 
0905 232 0899 NOW and exchange 
phone numbers with women or just 
listen to them talking to you! 
ATTRACTIVE 46yr old blonde, 
easygoing, friendly, likes pubs, 
meals out, seeks kind, caring male, 
42-52 for genuine relationship. Tel 
No: 0905 670 0211 Box No: 260283 
ATTRACTIVE black lady, 35, 5ft 
3ins, medium build, N/S, seeks 
handsome, tall, N/S, honest, caring 
male, 35-45 for LTR. Tel No: 0905 
670 0211 Box No: 259750 
FEMALE 39, single mum, seeks 
male, 35-49 for LTR. Tel No: 0905 
670 0211 Box No: 259557 
ATTRACTIVE petite single mum, 
37, seeks intelligent, handsome, car¬ 
ing male for friendship, maybe 
more. Tel No: 0905 670 0211 Box 
No: 259271 

SHY female, 20, seeks fun loving 
guy for friendship and relationship. 

Tel No: 0905 670 0211 Box No: 
259226 

SYLVIA 52, divorced, 5ft 6ins, 
medium build, brown hair, seeks 
similar aged, loving, affectionate, 
honest, trustworthy guy for friend¬ 
ship, maybe more. Tel No: 0905 
670 0211 Box No: 259183 
BLONDE nurse 55, enjoys cooking 
and nights out, looking for a gent to 
spoil her. Tel No: 0905 670 0211 
Box No: 259540 

GINA Chinese, attractive, slim, 
likes music, GSOH, seeks nice gent, 
under 60 for LTR. Tel No: 0905 670 
0211 Box No: 233636 
BUBBLY outgoing female 41, 
many interests, seeks a tall assertive 
man for a fun relationship. Tel No: 
0905 670 0211 Box No: 259541 
FEMALE 29, seeks male, 30-45 for 
fun times. Tel No: 0905 670 0211 
Box No: 233352 

HAPPY go lucky attractive 54yr 
old, loves camping, seeks an out¬ 
door loving gent to have outdoor 
adventures. Tel No: 0905 670 0211 
Box No: 259543 

ATTRACTIVE honest, fun, single 
mum, varied interests, seeks decent 
male, 38-55 for company and rela¬ 
tionship. Tel No: 0905 670 0211 
Box No: 231733 B 
CURVY green eyed brunette 39, 
WLTM an easy going guy for a fun 
friendship and maybe more. Tel No: 
0905 670 0211 Box No: 259544 
BUSTY brunette 25, single mum, 
likes music, comedy, films, seeks 
male, 28-40 for new adventures and 
LTR. Tel No: 0905 670 0211 Box 
No: 256518 

VOLUPTUOUS sensual good 
looking female, enjoys nights out, 
seeks an energetic male for fun 
times. Tel No: 0905 670 0211 Box 
No: 259728 

THAI lady 39, likes cooking, travel, 
seeks single dad/male, 40-50 for 
LTR. Tel No: 0905 670 0211 Box 
No: 237746 

OUTGOING curvy brunette 26, 
WLTM a slightly older guy for a fun 
packed relationship. Tel No: 0905 
670 0211 Box No: 259729 
43YR old mum, lives in graveyard, 
one teenager, two dogs, three cats, if 
your not put off, she’s worth it. Tel 
No: 0905 670 0211 Box No: 252112 
PROFESSIONAL curvy female, 
loves music, WLTM a similar N/S 
male for nights out and fun. Tel No: 
0905 670 0211 Box No: 259730 
FIONA 30, enjoys walking, shop¬ 
ping, nights in/out, seeking genuine, 
honest, romantic male, 30-40. Tel 
No: 0905 670 0211 Box No: 
218908 m 

CREATIVE brunette 50, loves 
drama, art and music, seeks an inde¬ 
pendent man for discreet fun. Tel 
No: 0905 670 0211 Box No: 259731 
31YR old female, brown hair, blue 
eyes, curvy, likes most things, seeks 
male for friendship, maybe more. 
Tel No: 0905 670 0211 Box No: 
231706 m 


ATTRACTIVE petite Irish lady 62, 
loves being outdoors and walks, 
WLTM a handsome gent for fun 
times and maybe more. Tel No: 
0905 670 0211 Box No: 259732 
ATTRACTIVE slim, young look¬ 
ing female, 70, likes most things, 
seeks tall, romantic, caring male for 
friendship and more. Tel No: 0905 
670 0211 Box No: 243544 
ATTRACTIVE curvy, blonde 37yr 
old, divorced, single mum, seeks 
male for good times and conversa¬ 
tion. Tel No: 0905 670 0211 Box 
No: 222957 

MICHELLE 36, single mum, seeks 
kind, caring, romantic male, 35-42 
for possible LTR. Tel No: 0905 670 
0211 Box No: 222563 B 
ATTRACTIVE slim, blonde 
female, 60, 5ft 6ins, N/S, likes 
walks, reading, music, current 
affairs, seeks sensual, optimistic, 
intelligent male. Tel No: 0905 670 
0211 Box No: 246072 
ATTRACTIVE stylish blonde, 
slim, young 52, likes music, pubs, 
meals out, seeks honest, sincere 
male for friendship/LTR. Tel No: 
0905 670 0211 Box No: 237694 
BEAUTY and brains! 44yr old 
attractive, ambitious female, seeks 
kind, caring guy to share life with. 
Tel No: 0905 670 0211 Box No: 
257085 B 

BUBBLY female, seeks tall, smart, 
fun, caring, honest male looking for 
long term relationship. Tel No: 0905 
670 0211 Box No: 233454 B 
FEMALE 54, enjoys jazz, country 
walks, conservation, theatre, seeks 
l ik e mi nded male. Tel No: 0905 670 
0211 Box No: 228358 B 
HONEST and reliable, fun to be 
with, likes to laugh, seeks tall man 
with hair and teeth. Tel No: 0905 
670 0211 Box No: 235347 B 
BLACK single mum, 32, size 12, 
5ft 5ins, seeks honest, N/S male, 30- 
42 with GSOH for friendship/rela¬ 
tionship. Tel No: 0905 670 0211 
Box No: 242251 B 
ATTRACTIVE mid 50’s red head, 
outgoing, seeks sincere male, 50-70 
with young outlook for romance and 
friendship. Tel No: 0905 670 0211 
Box No: 220675 

PETITE blonde, green eyes, size 6- 
8, likes nights in/out, music, danc¬ 
ing, theatre, films, meals out, read¬ 
ing, seeks special male for friend¬ 
ship and love. Tel No: 0905 670 
0211 Box No: 232193 
ATTRACTIVE outgoing, sensual, 
petite blonde, seeks fit, caring, reli¬ 
able, N/S male between 35-45 for 
fun times, maybe more. Tel No: 
0905 670 0211 Box No: 251965 B 
GEORGIANA 60, widow, active, 
5ft 4ins, slim, likes sports, music, 
meals out, walks, seeks gent, 67-74 
with GSOH and similar interests. 
Tel No: 0905 670 0211 Box No: 
255405 

JOSIE 54, widow, likes gardening, 
walks, seeks gent for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 257847 
25YR old slim, attractive brunette, 
l ik es walks, socialising, meals out, 
seeks gent, 28-35 with similar inter¬ 
ests for LTR. Tel No: 0905 670 0211 
Box No: 241785 

DEBBIE 44, single mum, 5ft 5ins, 
dark hair/eyes, tanned, likes most 
things, seeks male for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 244203 
ATTRACTIVE petite female, 50’s, 
5ft 2ins, dark hair, GSOH, N/S, 
l ik es animals, pubs, days out, nights 
in, seeks similar male. Tel No: 0905 
670 0211 Box No: 256018 



ATTRACTIVE 50yr old female, 
widow, 5ft 6ins, slim, seeks male, 
49-58 for friendship, maybe more. 

Tel No: 0905 670 0211 Box No: 
256288 

GOOD looking, blue eyed 60’s 
model, seeks genuine guy for 
friendly relationship and intimate 
times. Tel No: 0905 670 0211 Box 
No: 256914 

FAT frumpy, false teeth, bad acne, 
56, divorced lady, bored, seeks male 
for friendship. Tel No: 0905 670 
0211 Box No: 241724 
IRISH red head, 50, divorced, no 
ties, GSOH, seeks honest, fit, outgo¬ 
ing male for friendship, possible 
romance. Tel No: 0905 670 0211 
Box No: 245291 

ATTRACTIVE slim female, 
blonde, mid 40’s, seeks attractive 
male with GSOH to look after and 
pamper. Tel No: 0905 670 0211 Box 
No: 257879 B 

LOYAL female, 43, likes country¬ 
side, meals out, cooking, bad¬ 
minton, pool, pubs, music, seeks 
similar male, 40-46 for friendship 
and romance. Tel No: 0905 670 
0211 Box No: 256859 
ATTRACTIVE blonde female, 35, 
slim, honest, caring, seeks tall, hon¬ 
est male, 30-40 for fun nights in/out, 
possible LTR. Tel No: 0905 670 
0211 Box No: 210535 B 
PASSIONATE petite red head, 58, 
attractive, independent, fun loving, 
N/S, seeks male for good times. Tel 
No: 0905 670 0211 Box No: 244918 
DIVORCED attractive female, 
slim, blonde, young minded, seeks 
strong minded, romantic male, 50- 
60 to sweep her off her feet. Tel No: 
0905 670 0211 Box No: 245113 
SUSAN 42, 5ft 8ins, slim, likes out¬ 
doors, life, OHAC, seeks male for a 
genuine relationship. Tel No: 0905 
670 0211 Box No: 246620 
50 year old woman looking for man 
to make her feel young again. 
Looking for passion, love and trust. 
Tel No: 0905 670 0211 Box No: 
247318 

40YR old curvy female, likes read¬ 
ing, dancing, cycling, seeks 6ft 
male, 40 plus for fun, fun, fun. Tel 
No: 0905 670 0211 Box No: 257396 
BRUNETTE 45, tall, slim, likes 
meals out, walks, nights in, seeks 
kind, caring male. Tel No: 0905 670 
0211 Box No: 257593 
BIG voluptuous black women, 5ft 
9ins seeks white, medium-large 
build male for friendship and 
romance. Tel No: 0905 670 0211 
Box No: 235581 

MATURE 20yr old single mum, 
attractive, seeks genuine, attractive 
male with GSOH for 
friendship/relationship. Tel No: 
0905 670 0211 Box No: 257071 
GOOD looking, slim, 45yr old 
blonde, caring, many interests, 
seeks genuine, kind male for LTR. 
Tel No: 0905 670 0211 Box No: 
216078 

KIND caring female, 49, attractive, 
medium build, fun, affectionate, 
many interests, seeks loving male. 

Tel No: 0905 670 0211 Box No: 
239911 

72YR old widow, active, caring, 
likes music, reading, seeks honest, 
caring male, 69-74 for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 240765 
31YR old female, likes pubs, 
DVDs, seeks male for loving rela¬ 
tionship. Tel No: 0905 670 0211 
Box No: 246904 

ATTRACTIVE friendly, fashion¬ 
able, slim blonde, N/S, likes simple 
things, seeks similar male, 50-60. 

Tel No: 0905 670 0211 Box No: 
248971 

GENUINE female, 42, seeks simi¬ 
lar, genuine, fun male. Tel No: 0905 
670 0211 Box No: 228937 B 
5FT 9ins female, likes nights in, 
gardening, pets, seeks male for LTR. 
Tel No: 0905 670 0211 Box No: 
238728 B 

ATTRACTIVE blonde, 50, 5ft 
3ins, easygoing, likes jogging, 
walks, cinema, theatre, music, seeks 
kind male, 42-54 for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 242345 


ATTRACTIVE blonde lady, 
Sloane ranger type, seeks male, 60- 
75 for companionship. Tel No: 0905 
670 0211 Box No: 247138 
ATTRACTIVE intelligent, easygo¬ 
ing, fun loving, affectionate female, 
38, GSOH, likes days out, nature, 
fun, seeks similar male, 30-45. Tel 
No: 0905 670 0211 Box No: 252187 
BUBBLY blonde, professional lady, 
likes to giggle, cuddle, travel, seeks 
tall, athletic, NS, cheeky guy for 
wicked ti mes. Tel No: 0905 670 
0211 Box No: 218743 B 
ATTRACTIVE lady, 30, enjoys 
pubs, clubs, cinema, eating out, 
walking, seeks professional, intelli¬ 
gent male for companionship, 
friendship, maybe more. Tel No: 
0905 670 0211 Box No: 221161 
SARAH 34, 5ft 7ins, medium build, 
likes meals out, cinema, bowling, 
seeks male, 30-45 with GSOH for 
friendship/relationship. Tel No: 
0905 670 0211 Box No: 222554 
LYNN 49, blonde hair, large build, 
honest, genuine, likes country 
pubs/walks, football, music, seeks 
male with similar interests. Tel No: 
0905 670 0211 Box No: 232662 
BLONDE hair, blue eyes, good 
cook, loves children, animals, sim¬ 
ple things in life, GSOH, looking for 
some good company, good nights 
in/out. Tel No: 0905 670 0211 Box 
No: 232736 B 

59YR old N/S female, divorced, 
driver, lonely, seeks caring, honest 
gent to share quality time with. Tel 

No: 0905 670 0211 Box No: 234969 
LOVELY lady 46, seeks reliable, 
honest, loving male to share life 
together. Tel No: 0905 670 0211 
Box No: 236721 

OLIVE 5ft, blonde hair, blue eyes, 
slim, widow, likes most things, 
seeks smart male, 55-65 for conver¬ 
sation and companionship. Tel No: 
0905 670 0211 Box No: 243799 
ATTRACTIVE female, 45, blonde, 
divorced, likes countryside, walks, 
seeks genuine male for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 246362 
YOUNG looking female, 44, look¬ 
ing for fun, laughter and friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 219688 
BLONDE single mum, 52, 5ft 4ins, 
interests include DIY, gardening, 
walking, travel, seeks caring, loyal, 
honest, sharing male, GSOH, to 
enjoy life with. Tel No: 0905 670 
0211 Box No: 226542 
LISTENER seeks talker. Single 
mum, 40, caring, loving, honest, 
seeks similar male. Tel No: 0905 
670 0211 Box No: 230572 
TALL attractive, kind, caring, black 
female, 51, seeks honest, reliable 
white male, 51-65 for LTR. Tel No: 
0905 670 0211 Box No: 236707 
TALL dark haired female, green 
eyes, curvy, seeks male for good 
times. Tel No: 0905 670 0211 Box 
No: 238217 

ATTRACTIVE South African 
female, 28, likes music, cooking, 
nights out, seeks male, 28-36. Tel 
No: 0905 670 0211 Box No: 251420 
VIVACIOUS fun loving 
Portuguese female, 45, seeks con¬ 
siderate, caring, solvent male, 40-50 
with GSOH for LTR. Tel No: 0905 
670 0211 Box No: 251992 
TRACEY blonde hair, blue eyes, 
likes pubs, clubs, seeks male for fun 
times, maybe more. Tel No: 0905 
670 0211 Box No: 255916 
ATTRACTIVE slim, black female, 
30’s, seeks romantic, kind, decent, 
positive male for friendship and 
romance. HIV positive. Tel No: 
0905 670 0211 Box No: 258368 


Text Chat! 


Get Chatting NOW! 

Send DATE510 

88300 



FEMALE 45, loving, affectionate, 
blue eyes, 5ft 7ins, N/S, GSOH, var¬ 
ied interests, seeks male, 45-55 for 

LTR. Tel No: 0905 670 0211 Box 
No: 224307 

LOVELY black single mum, likes 
church, holidays, seeks genuine, 
loving white male between 30-50 
for LTR. Tel No: 0905 670 0211 
Box No: 236299 

HAPPY outgoing, attractive 
female, 36, 5ft llins, single mum, 
likes food, music, friends, seeks tall, 
dark, handsome male with GSOH. 

Tel No: 0905 670 0211 Box No: 
240625 

JANE 46, petite, blonde, likes good 
food/wine, conversation, seeks sani¬ 
ty in an insane world. Tel No: 0905 
670 0211 Box No: 245419 
JANE 40, petite, bubbly, likes foot¬ 
ball, travel, seeks genuine male, SO¬ 
SO. Tel No: 0905 670 0211 Box No: 
249057 

MID 40’s female, N/S, GSOH, 
seeks male to share life with. Tel 
No: 0905 670 0211 Box No: 251787 
ATTRACTIVE curvy blonde, 43, 
5ft llins, GSOH, happy go lucky, 
seeks 6ft plus, N/S male with posi¬ 
tive outlook for LTR. Tel No: 0905 
670 0211 Box No: 251990 
24YR old female, long dark red 
hair, blue eyes, likes socialising, 
pubs, concerts, comedy, shopping, 
animals, seeks tall, dark male, 23-31 
with GSOH. Tel No: 0905 670 0211 
Box No: 252199 

30YR old female, 5ft 3ins, size 10, 
red hair, green eyes, sociable, seeks 
male to put the spark back into life. 

Tel No: 0905 670 0211 Box No: 
208749 

INTELLIGENT blonde graduate, 
27, seeking romantic caring man, 
23-40 for romantic meals out, possi¬ 
bly more. Tel No: 0905 670 0211 
Box No: 209389 

TOTALLY independent lady, 51, 
own home, 5ft lOins, very slim, 
employed and solvent, seeking a tall 
gent 50-65 for companionship. Tel 
No: 0905 670 0211 Box No: 209392 
GORGEOUS petite brunette, seeks 
handsome guy to go on dates with, 
maybe more. Tel No: 0905 670 
0211 Box No: 229305 
HONEST caring widow, 70, likes 
nights in/out, socialising, seeks gen¬ 
uine, caring male, 65-75. Tel No: 
0905 670 0211 Box No: 230568 
BLONDE blue eyed, slim 54yr old, 
likes board games, soaps, holidays, 
nights out, seeks similar male for 
lasting friendship, maybe more. Tel 
No: 0905 670 0211 Box No: 242233 
BLACK female 51, N/S, GSOH, 
young at heart, seeks honest, sensi¬ 
tive male, 48-55 for friendship/LTR. 
Tel No: 0905 670 0211 Box No: 
245836 

OUTDOORS lady, 50, Christian, 
N/S, slim, fit, seeks farmer for 
friendship, maybe more. Tel No: 
0905 670 0211 Box No: 252102 
TRACEY 38, single mum, blonde 
hair, blue eyes, likes pubs, clubs, 
seeks similar male for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 255914 
FEMALE 58, 5ft 6ins, blonde, 
average build, smoker, seeks gen¬ 
uine geezer of similar age. Tel No: 
0905 670 0211 Box No: 227804 
ATTRACTIVE bubbly, voluptuous 
female, 38, seeks male, 35-45 for 
cosy nights, meals out and a loving 
relationship. Tel No: 0905 670 0211 
Box No: 240136 

FUN loving, cuddly, bubbly, blonde 
female late 50’s, seeks genuine guy, 
48-58. Tel No: 0905 670 0211 Box 
No: 244047 

CUDDLY widow, 58, 5ft, N/S, 
seeks male, 59-65 for companion¬ 
ship. Tel No: 0905 670 0211 Box 
No: 244236 

N/S female, 58, active, likes boat¬ 
ing, countryside, days out, seeks 
genuine male for shared times. Tel 
No: 0905 670 0211 Box No: 244415 
ELEANOR 43, bubbly, outgoing, 
size 16, brown hair, likes nights out, 
socialising, shopping, cooking, 
seeks male, 25-43. Tel No: 0905 
670 0211 Box No: 244838 
FRIENDLY happy, outgoing 28yr 
old female, seeks gent for fun times, 
hopefully more. Tel No: 0905 670 
0211 Box No: 247558 


Men Seeking Women 


IF YOU’RE looking for exciting 
fun possibly leading to more - then 
look no more. 100% discretion. Call 

0909 105 1198 or text DATE210 to 
88300. 

36YR old male, seeks busty female 
for fun times. Tel No: 0905 670 
0211 Box No: 260117 
ROB 43, likes nights out, socialis¬ 
ing, seeks genuine female for fun 
and friendship. Tel No: 0905 670 
0211 Box No: 259677 
MALE 41, mixed race, 5ft lOins, 
likes travel, cinema, seeks tall 
female, 24 plus for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 259676 
PETE 55, 5ft lOins, back in shop 
window, lots of potential, call for 
details. Tel No: 0905 670 0211 Box 
No: 259652 

TALL dark, handsome male, 44, 
kind, considerate, seeks female for 
fun and friendship. Tel No: 0905 
670 0211 Box No: 259649 
HANDSOME divorced, 6ft male, 
59, slim, GSOH, N/S, easygoing, 
seeks female, 45-60 for fun, laugh¬ 
ter, maybe more. Tel No: 0905 670 
0211 Box No: 259351 
MALE 37, likes the outdoors, seeks 
female, 27-42 with similar interests. 
Tel No: 0905 670 0211 Box No: 
259133 

GOOD looking male, 40, fit, clean 
shaven, seeks female for no strings 
fun times. Tel No: 0905 670 0211 
Box No: 256780 

TALL dark, handsome male, 46, 
kind, considerate, seeks lovely 
female, 35-46 for love and romance. 

Tel No: 0905 670 0211 Box No: 
247717 B 

PAUL 50, 6ft lins, builder, 
divorced, N/S, enjoys countryside, 
oldie worldly country pubs, WLTM 
honest soul male for LTR. Tel No: 
0905 670 0211 Box No: 248265 
TONY 59, widower, young looking, 
GSOH, likes sport, travel, country¬ 
side, seeks female for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 250604 
PROFESSIONAL male, 44, hand¬ 
some, muscular, blue eyes, seeks 
attractive female for relationship. 
Tel No: 0905 670 0211 Box No: 
253551 B 

MALE 39, 5ft llins, blue eyes, 
handsome, kind, considerate, seeks 
female for love and romance. Single 
mum welcome. Tel No: 0905 670 
0211 Box No: 245223 
37YR old male, 6ft 3ins, slim, 
GSOH, likes socialising, bowling, 
meals out, honest, caring, seeks 
likeminded female. Tel No: 0905 
670 0211 Box No: 229809 B 
FUN loving, outgoing male, hand¬ 
some, fit, 5ft 8ins, dark hair/eyes, 
enjoys nights in, seeks caring, hon¬ 
est, fun female, 18-25. Tel No: 0905 
670 0211 Box No: 222717 B 
DAVE 31, seeks female for fun 
times, nights out, maybe more. Tel 
No: 0905 670 0211 Box No: 
234125 B 

44YR old male, solvent, seeks 
female for fun, friendship, possible 
LTR. Tel No: 0905 670 0211 Box 
No: 238231 B 

PAUL 33, divorced, 5ft 9ins, blond 
hair, blue eyes, likes clubs, walks, 
pubs, seeks female for friendship, 
maybe more. Tel No: 0905 670 
0211 Box No: 255161 B 
59YR old male, divorced, solvent, 
retired, likes gardening, walks, 
nights in, seeks honest female of 
similar age for friendship, maybe 
more. Tel No: 0905 670 0211 Box 
No: 258030 

PROFESSIONAL guy, GSOH, 
1960 vintage, well maintained, 
bodywork good, WLTM stimulating 
lady to share laughs, good times, 
friendship and more. Tel No: 0905 
670 0211 Box No: 250527 
YOUNG 54yr old male, widow, 
slim, GSOH, likes walks, music, 
cuddles, meals out, seeks kind, car¬ 
ing female for LTR. Tel No: 0905 
670 0211 Box No: 230613 B 
ATTRACTIVE male, 52, 6ft 2ins, 
medium build, many interests, seeks 
caring, fun loving female, 45-55. 
Tel No: 0905 670 0211 Box No: 
246948 


MALE 34, likes gym, sports, seeks 
female for friendship, maybe more. 

Tel No: 0905 670 0211 Box No: 
259980 


Gay/Friendship 


GUYS - Talk and date gay men who 
are on the Instant Message 
Exchange at the same time as you. 
Discretion assured. Call on 0909 
105 9832 or TXT: GAY210 to 
85252. 

RECEIVE VIDEOS of guys to 
your mobile! Text MAN210 To 
69877 

BI guy 40, muscular, seeks male for 
fun times. Tel No: 0905 670 0211 
Box No: 257482 


BI male 42, dark hair, medium 
build, GSOH, seeks similar male, 
18-70 for fun times. Tel No: 0905 
670 0211 Box No: 243854 
GOOD looking male, 38, own 
home, brown hair, straight acting, 
likes life, seeks similar for fun. Tel 
No: 0905 670 0211 Box No: 
237373 B 


Adult Fun 


If you’re looking for Adult Fun 
and not a long term relationship 
call 0905 670 0214 or TXT: 
FLIRT210 to 88300. 

FUN ON THE BEACH, see hot 
girls in bikinis! Text BABE210 To 
69877 




I Leave your 20 word advert Remember to leave your mobile num- 
I ber if you wish to receive a text alert when are left a message. I 
I Send in your photo! Simply text your photo to 0779 366 6363 I 
I followed by your mailbox and PIN number. Or send by email to | 
| support@jmediauk.co.uk with your Mailbox & Pin number. 


Call to reply to an advert 


V0905 670 0211 


I Simply dial the number below the advert and input the six d 
I box number! Follow our simple, easy to understand instruc-1 
I tions and before you know it you could be listening to your | 
I future partner! leave them a message, make it a good one and | 
I check for replies. It really is that easy! 


I Have your pin & box numbers ready, as you will need both of these I 
I to pick up your messages. You never know, today could be the day | 
| you meet your new partner so call now and check! 

for help dial 0871 434 4131 Mon-Fri, 9 to 5. 
Alternatively, you can e-mail us at SUpport@jmediauk.CO.llk 


I 


Make a Date 
Text Match 


I Are you too busy to call? Always on the move? Don't have time I 
I to find a partner? well, this is the service for you! Text match is a I 
I fast and effective way of finding a new partner and has the con-1 
| venience of only using texts! 

Send CHAT210 to 85252 

and start chatting today! 


See peoples 
Pictures on your 
mobile: 


If you like the sound of an advert - 
then see their picture on your mobile! 

I if an ad has a B next to it, then the advertiser has sent in their I 
I photo. To receive a copy of the photo to your mobile phone, all V 
I you have to do is text: HERTDATE(space)mailbox number and | 
| send to 88833. 

P 


Online dating is fast becoming the quickest and easiest way to find a new I 

partner. At MAKE A DATE we help you maximise your dating potential, [ 
every ad placed with 0800 056 3949 also appears online, offering you the | 
best possible chance of finding a partner! 


BE SENSIBLE: Meet in a public place and tell someone else where you are going. Dial 141 before returning a call to retain your confidentiality. GUIDELINES: We reserve the right to refuse or edit any ad for any reason. The advertiser assumes complete liability for the content of all replies to any advertisement or recorded message and for any claims made against this newspaper as a I 
result thereof. The advertiser agrees to indemnify and hold this newspaper harmless from all costs, expenses, liabilities and damages resulting from or caused by the publication or recording placed by the advertiser or any reply to any such advertisement. DATA PROTECTION: Service provided by J Media UK, P0 Box 56394, London SE1 OWT, 0871 434 4131. We will collect the details I 
you provide, and may send you details of other services and events operated by us. We may pass your details onto this newspaper for marketing or ICSTIS for regulatory purposes. Your advert may appear in other newspapers. CALL CHARGES: 09056 calls cost £1.20/min from a BT Landline. 0909/0906 numbers are £1/min. 090523/ 0908 calls are £1/min. 0779 cost 25p. 0808/0800 I 
calls are FREE. Mobile & Payphone charges will vary. TEXT 87211/89433/85252/88300 cost £1.50 per message, min 2 messages. 88833 Texts cost £1.50 per msg. To use this service your mobile must be compatible, if not contact your network provider. To unsubscribe to text alerts, text STOP DATING to 83426. For full T&Cs see online. VIDEOS: 18+This is not a subscription serv-1 
ice. Images are compatible with colour WAP enabled phones. Premium videos and picture sets priced at 3 pounds for each colour optimised picture pack or high quality video clip. We reserve the right to contact individuals with promotional information. To stop, text STOP to 69877. BCM SF WC1N3XX WC 151107 
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Alemite's goal 
gives them a 
five-point lead 

ALEMITE Athletic won the 
premier division title crunch 
match with a 1-0 victory at 
second-placed North Weald in 
the Bishop’s Stortford Stansted 
and District League. 

Lewis Eaglestone scored the 
only goal in a match which 
could decide the title - even at 
this early stage of the season. 
Alemite are now five points 
clear, although Weald have a 
game in hand. 

Division one side Albury 
(Daniel Arran, Stuart 
McAllister) won 2-0 at 
basement premier division 
team Potter Street reserves in 
the Bill Bruty Cup first round. 
Other results: Div One: 
Frontiers 1 (Alan Webb), 
Thaxted Rangers Res 6 
(Daniels 2, Eagleton, Husband, 
Stevens, Ritchie); Langley 
Rangers 1 (James Cutler), 
Potter Street A 3; Thorley Park 
3 (Kim Smith 2, James Blake), 
Salvation Army 3 (Liam 
Mitchell 2, Lewis Coomber). 
Inter Div Plate first rd: Debden 
Res 1, North Weald Res 2. 
Essex Senior Football League: 
Hullbridge Sports 2, 
Sawbridgeworth Tn 1. 
Sawbridgeworth Tn 2, 
Cockfosters 3. 

0 Read the full reports at 
www. harlowstar. co. uk. 

Captain's dinner 
honour for Alan 

ALAN Price’s loyalty to 
Harlow Rugby club was 
recognised at a former 
captain’s dinner. 

Price has been with the 
Elizabeth Way club for more 
than 35 years and his 
commitment was recognised 
when club president Chris 
Locke announced he was to be 
a life member. 

He was a successful player as 
well as club captain and club 
secretary. Price was also a 
member of the London referees 
Society after he retired. 

He is an outstanding figure in 
the rugby world and richly 
deserves this recognition. 

He was among 11 other 
captains of Harlow dating back 
to the 1960’s at the event, 
which was attended by more 
than 90 people. 

Club chairman Alan Brooking 
unveiled a new honours board 
listing the life member names. 
He stressed the commitment 
they had shown as players, 
coaches and administrators at 
the club and in many cases all 
three. 

0 FOR more details of this 
and other Harlow rugby 
reports, visit 
www. harlowstar. co. uk. 

Result round-up 

SPORTS results: 

Basketball: National Founders 
Cup group stage: Lithuanian’s 
BC 86, Harlow Hawks BC 67. 
Herts Prem Div: Enfield Mercs 
103, Harlow Hawks 96. 

Full reports of these matches, 
the Harlow Industrial Business 
Darts League and Harlow 
Running Club can be found at 
www. harlowstar. co. uk. 


Hawks serve up 
a big away win 


MOST of the Sunday newspapers 
may have got it wrong, but Harlow 
Town DID beat Harrow Borough 
6-2 on Saturday, writes Alan Scott . 

Incredibly, Harlow Town, who had 
keeper James Hasell return from a 
thumb injury, were 2-1 down at one 
stage but fought back to score five more 
goals in the second half. 

It was Harlow’s biggest away win since a 
6-0 defeat of Barking in December 2001. 
Harlow should have gone in front on 19 min¬ 
utes but Dean Williams’ chip over Harrow 
keeper Matthew Mann was cleared on the 
goal line by home skipper Wayne Walters. 

The hosts took the lead on 33 minutes, 
Danny Leech’s cross being drilled in by 
Robin Shroot. 

Harlow equalised in comical fashion two 


Harrow Borough 2, 

Harlow Tn 6 

(Ryman League, prem div) 

minutes before the break when David Lee’s 
cross was missed by three defenders and 
both Williams and Raphael Silvestre before 
nestling into the bottom left corner past the 
bemused Mann. 

Harrow regained the lead on 55 minutes. 
Albert Adomah out-paced the Hawks 
defence and sent in a low cross from almost 
on the by-line which was flicked in by 
Charlie Hill. 

Kirby’s men equalised on 61 minutes 
when Leon Lalite’s cross was headed in by 
an unmarked Clark Akers. 

Three minutes later, Harlow went ahead 
for the first time. Lee’s free-kick from the 


right was headed in by Jordan Fowler off the 
left post and it was the former Bishop’s 
Stortford midfielder’ first goal for Harlow. 

On 72 minutes, Harlow grabbed a fourth 
when Silvestre turned and drilled a low shot 
into the bottom-left corner after being set up 
by Kenny Davis. This was also Silvestre’s 
first goal for the club. 

Hawks substitute James Bunn fired in the 
fifth goal on 74 minutes. Mann expected him 
to cross but he intelligently fired it low into 
the bottom left corner. 

Bunn scored an 87th minute penalty 
awarded after he had been fouled by Jamie 
Lawrence. 

Harlow Tn: Hasell 7, Davis 7, Akers 7, 
Miles 6, Kirby 7, Chapman 6 (c), Lalite 6, 
Lee 8, Williams 6 (Bunn 57, 7), Fowler 9, 
Silvestre 8. Subs not used: Hollenbach, 
Dumoulin (gk), Green, Taylor. Att: 161. 



TOP 

RANKING: 

Pictured, left 
to right, are 
Cherice 
McKay, 
Aidan Lee, 
Tom Larkin, 
Sam Watts 
and Tom 
Richards 
(photo: 
LTNXK79L702) 


Famous five join the cream of UK athletics 


FIVE top athletes from in Harlow are in 
the top 50 of the National UK rankings 
for 2007. 

Aidan Lee (U-17) who enjoyed his best 
ever season as a Woodford Green and 
Essex Ladies athlete, picked up two 
silvers and one bronze medal in the Essex 
AAAs, triumphed in the Essex Schools 
over 200m and was 3rd in 200m at the 
South of England championships. 

His finest performance was the 4th place 


(400m) at the UK Championships. Aidan 
also figures well in the 400m and discus. 
Tom Larkin (U-15), in his first season, is 
ranked 34th in 400 metres (53.6s). His 
finest race was when he came 4th in the 
South of England Inter Counties. 

He also ranked 36th over 200 metres 
(23.8s) and represented Essex at the 
Southern and Eastern Inter Counties 
matches. 

Sam Watts (U-17) did not start his season 


until late on but achieved 39th over 100m 
(11.2s) and 44th in 200m with 22.7s. He 
represented Essex in the Eastern Inter 
Counties. 

Cherice McKay (U-15) also started late 
but her magnificent 10.83m for the shot 
put has put her 14th. Cherice was 8th in 
the UK Champs at Sheffield this year. 
Tom Richards (U-15), who started in 
June, threw a massive 45.45 metres at 
Sandy to put him 8th. 


Win warms Apex in the cold weather 


NOT even the cold weather could 
put Apex Youth off their stride as 
they overcame Waltham Abbey 4- 
3 at home in the Harlow Star 
Youth Community League. 

Apex’s goals came from 
Kalvin Stockwell, Caleb Gray 
and Stephen Franklin (2). 

Goals from Ben Spires (2), 
Colynn Edmondson and Ryan 
Trueman guided Kiln Rangers to 
a 4-0 win at Epping Youth in the 
U-ll division. 

In the U-10 gold division, 
Langley Mustangs (Gregory 
Kirk, Harry law, Azhad Masoud, 
Josh Murphy) overcame Risden 
Wood 4-2 at home and in the U- 
10 silver division, Langley 
Stallions (Joseph Leadley, Ben 


Smith) lost 3-2 at Harlow Town 
Reds. 

In the U-9 League, Langley 
Stallions went goal crazy as they 
won 7-1 at Waltham Abbey with 
strikes by Zachary Birse (2), 
Thomas Bullman, Will Fordham 
(2), Andrew Chong and Samuel 
Chaplin. Harry Seymour and 
Jamie Waters both grabbed hat- 
tricks and Connor Quinn and 
Jamie Waters also netted for 
Langley Trojans, who defeated 
Saturn 8-0 at home. 

Owen Goddard (penalty) 
scored Mark Hall Youth’s goal in 
their 3-1 defeat to Epping Youth. 

Langley Mustangs (Mitchell 
Aves) won 1-0 at Elsenham 
Youth. 


Langley Colts (Ashley 
Crichton 3, Luke Crichton 2, 
Bradley Brooks 2, James 
Thornton ) defeated Epping 8-0 
at home and in the U-12s, 
Langley Trojans (Alex Kellow 3, 
Keith Rout) beat Langley 
Mustangs (Gregory Wright) 4-3 
at home. 

In the U-7/U-8 League, goals 
from Sam Butler (2), Alfie Babb 
(2), Milo Barret (2), Danny 
Ireland (2) Chaz Bowden and 
Aaron Cochrane guided Harlow 
Town Whites U-8s to a 10-0 win 
at Risden Wood U-7B. 

Other results: U-12 Bishop 
Stortford 0, Saturn 13; Mark 
Hall Yth 9, Epping Yth 0;Marquis 
Sports 4, Connaught Rangers 1; 


Waltham Abbey 1, Harlow Town 
3.U-11: Harlow Town 

Colts 1, Ware 0; Mark Hall Youth 
0, Harlow Town Red 1; Risden 
Wood 1, Saturn 10U-10 gold div: 
Abbey Yth 1, Epping Yth A 0; 
Bishop Stortford Ath 0, Mark 
Hall Yth 9;Epping Yth B 0, 
Bishop Stortford Tn 5.U-10 silver 
div: FC Parington 1, Harlow 
Town Colts 3; Harlow Tn Red 
3, Langley Colts Stallions 2; 
Harlow Tn White 1, Waltham 
Abbey O.U-9: Harlow Tn 
White 2, Risden Wood 3;U-7 / 
Under 8: Harlow Tn Whites U-7s 
0, Epping Yth U-8 15; Mark Hall 
Yth U-8 8, Harlow Town U-7's 
Reds 0; Saturn U-8 1, Elsenham 
Yth U-8 4. 


Epping return 
to win match 
in second half 

EPPING shrugged off an 
indifferent first half display to 
win 2-0 at Hertfordshire Premier 
Division side Codicote in the 
second round of the Anagram 
Trophy. 

The visitors allowed Codicote to 
dictate play in the first 45 
minutes, improved after half 
time and getting the 
breakthrough on 60 minutes. 
Sean Garwood collected the ball 
just inside his own half from the 
left hand side and pushed 
forward before firing into the 
corner of the net from 18 yards. 
The visitors doubled their 
advantage in injury time. Leven 
Okan cut in from the left and his 
shot from the edge of the box hit 
the inside of the post and the 
back of the net. 

A fantastic performance from a 
weakened Potter Street side saw 
them win 3-1 at M and B Club 
in senior division one of the 
Essex Olympian Football 
League. 

The visitors went ahead when 
veteran goal machine Billy 
Patten headed home a pin-point 
Carl Smith cross. M&B Club 
equalised after a defensive mix 
up between Smith and Michael 
Knight. 

Street’s defence was resolute 
after the break and, at the other 
end, Mickey Kennedy scored 
twice to give Street victory. 
Kennedy controlled the ball 
before firing home from 15 
yards and later Kennedy left his 
marker for dead and neatly 
finished with his left foot. 

Teams have the 
winning touch 

HARLOW Ladies Hockey first 
team maintained their unbeaten 
run with a 3-1 victory at 
Brentwood in the premier 
division of the Essex League. 
Carolyn Rushton put Harlow 
ahead with an early goal and 
Babsie Steenekamp doubled the 
advantage with a great 
individual goal. 

However, Brentwood forced 
Harlow replacement keeper 
Jenny Crowser, deputising in 
goal, into making crucial saves 
at the end of the first period. 

The hosts equalised from a free 
hit before Harlow secured the 
points when Sarah Donaghey 
converted a Steenekamp cross. 
Harlow Ladies: Crowser, 
Shearman-Slack, Hannson (C) 
Green, Rowley, Price, Amos, 
Rushton, Steenekamp, 
Donaghey, Byers, Hawes. 
Meanwhile, Harlow men’s team 
maintained pole position in 
division four south-east of the 
East Men’s Hockey league with 
a 4-3 home win over Saffron 
Walden seconds. 

The hosts fell behind to short 
corner routines twice in the first 
half before equalising through 
open goals from Steve White. 
Harlow went into the lead for 
the first time 15 minutes after 
the break when a fine sweeping 
move ended with Craig 
Cholerton firing home for the 
hosts. 

The hosts’ grip on the game 
was strengthened five minutes 
later when White finished to 
complete a hat-trick. 

Walden netted a third before the 
end for a short corner routine 
but the visitors went away 
empty-handed. 
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T HE former coach of 
world boxing 
champions Lennox 
Lewis and Nigel Benn 
who has also worked at a 
host of Premiership 
football clubs is now 
turning his attentions to 
stopping young 
tearaways from causing 
trouble in Harlow. 

Bill Songhurst, who runs the 
soccer academy at Harlow 
Town Football Club where he 
is a coach, hopes the scheme 
at the community hall in 
Ladyshot, The Stow, will 
keep young people busy, 
instil some respect and 
ultimately help to cut crime 
in the town. 

The Barrows Farm club has 
linked up with Essex Police and 
several organisations, including 
HarlowActive, Respect, 

HYAGFA and local schools to 
offer the free football sessions to 
children aged between nine- and 
18-years-old. 

Many of these kids come from 
broken homes, but through 
running football sessions and 
coaching Harlow resident 
Songhurst says the project is 
really making a difference. 

Three sessions are run each 
week, catering for nine- to 12- 
years-olds and 12- to 18-year- 
olds. 

The project already has nearly 
£7,000 in funding, but if it can 
attract more cash Songhurst 
hopes to start offering all 
different sports and expand it to 
other parts of the town. 

“For the moment we are doing 
this coaching with the police to 
give the kids somewhere to go 
and keep them off the streets. We 
have had great feedback from 
the parents around there. 

“We launched it at the start of 
the season and it has really 
snowballed,” said Songhurst, 
whose career in the top flight 
took him to Manchester City and 
Birmingham City, where he 
worked with Trevor Francis, and 
also enjoyed spells at former 
European Cup winners 
Nottingham Forest as well as 
Coventry City. 

Songhurst also worked at White 
Hart Lane under Spurs flop 
Christian Gross, but his first love 
has always been Leyton Orient 
which is where he started his 
career as a player in the 1960s 
with the O’s Harlow-based 
former favourite Sid Bishop. 
“Orient was my club and I was 
there for 19 years altogether,” he 
said. 

His playing career ended rather 
early but he was desperate to 
stay in the game he loved, so he 
studied to become a 
physiotherapist and coach. “They 
{Orient) released me at 18 or 19. 
I thought they were wrong but 
they were right. I thought ‘what 
was the best way to stay in 
football?’ and I took my first 
coaching badge in 1970 and then 
did the FA’s treatment of injury 
course in 1972. I thought it 
would be better if I had two 
strings to my bow,” he explained. 
After working as a coach and 


HELPING HAND: Above , youngsters taking part in the football coaching sessions run at Ladyshot (photo: M7HYTTDX 03); inset, Bill 
Songhurst and the Dark Destroyer Nigel Benn, below, in his hey-day 


The kids 
are alright 
for sports 
supremo 
Songhurst 


physio alongside former O’s boss 
Frank Clark at Brisbane Road, 
he then followed him to Forest 
where the former central 
defender replaced the legendary 
Brian Clough and then onto 
Manchester City before 
Songhurst spent 10 years 
working in America, helping 
children with obesity and drug 
problems in home of the stars 
Hollywood, as well as Santa 
Monica and Florida. 

Songhurst, who has a Masters 
degree in sports sociology, first 
moved to Harlow in 1964 and 
worked with former Harlow 
Town manager Chris Brady in 
1971. 


"We have 
neglected 
young people 
over 20 years 
and society is 
paying the 
price now" 

- Bill Songhurst 


After spells all over the country 
and abroad he returned to the 
town in 2004 when Harlow 
Town’s director of football 
Tommy Cunningham and Jeff 
Wood approached him about a 
coaching role at The Sportcentre, 
the Hawks’ old ground. 

During this time he started to lay 
the groundwork for his 
pioneering scheme at Ladyshot. 
This project will get a lift in the 
New Year when Harlow 
Council’s work on redeveloping 
the Ladyshot complex is 
completed. Songhurst hopes an 
Astroturf pitch will also be 
installed in the future. 

The heart of his vision is to 


return the football club to its 
rightful place as the hub of the 
community. 

“We have had help from Spurs to 
set this up. They did a similar 
thing at Limes Farm in Chigwell 
and there was a 70 per cent fall 
in crime. It gave kids a sense of 
community,” he explained. “It’s 
not just about football. It’s about 
teaching them rights and 
wrongs.” 

But football is not the only sport 
Songhurst has had involvement 
in. Along with boxers Lewis and 
Benn, he has also worked with 
athletes including sprinter 
Linford Christie and javelin 
champion Tessa Sanderson. 
Songhurst worked with former 
super-middleweight champion 
Benn at the start of his career in 
the 1980s when he was asked to 
help the Dark Destroyer who 
then had problems with injuries 
to his hands due to his explosive 
punching power. 

He joined him on his extensive 
training work-outs in Tenerife 
which he was renowned for. 

“His training was phenomenal. 
He used to get me to hit him - 
then he’d slap me around the 
head at the end,” Songhurst 
joked. “He said to me the 
hardest hitter he ever faced was 
Chris Eubank.” 

These sportsmen visited him at 
his clinic at Leyton Orient’s 
ground, before he linked up with 
former Tottenham Hotspur 
physio Mike Varney when the 
pair ran a sports therapy facility 
in Enfield. Songhurst also ran a 
surgery called the East London 
Private Physiotherapy Clinic. 

“I have been very lucky, working 
with heavyweight champions and 
Olympic gold medallists and 
great footballers. My mentor is 
Dario Gradi {the long-serving 
former Crewe Alexandra 
manager). 

“He had the attitude that kids are 
our future. We have neglected 
young people over 20 years and 
society is paying the price now. 
We have ignored our young 
people and we are still doing it.” 


Dark Destroyer's former coach calls time on tearaways 


By ALAN SCOTT 
Sports Editor 

scotta@hertsessexnews.co.uk 


SUNDAY NOVEMBER 18 

Football 

Harlow & District League, prem 
div: Maypole Ath 0, GPCA 3; 
Parndon 0, Marquis Sp 0. 

Div one: GPCA res 3, Altham 
Grove 1; Unique 3, Lindsey St 9. 
Div two: Eastwick 1, Galaxy 2; FC 
Parkside 4, A&A Utd 0; Marquis 
Sp res 2, Rhyno Ath 3; Rouge Lyon 
res 1, Atletico UG 2. 

Div three: Harberts res 0, 
Matching 4; St Germaine 2, Latton 
Orient 2; Maypole Sp 3, Risden Wd 
A3. 

Div four: Dynamo 1, Abbey Albion 
6; FC Clark 5, Langley Legends 0; 
Harberts Old Boys 7, Ashfield 1; 
Sewardstone 4, Cottingham 3. 

Div five: Brookside res 2, Harberts 
A 2; Matching res v Rouge Lyon A 
p/p; Stewards Sp 0, Archers Dart 
4. 

Essex Junior Cup, 2nd rnd: Old 

Upminster Havering 4, Pollard 4 
(Havering won 4-3 on pens); 
Sporting Shenfield 4, Brookside 1; 
Risden Wd res 2, Brookhouse 4; 
Pools 8, Loughton Nu Bar 5; Old 
Townmead 3, Maypole Ath res 3 
(Townmead won 4-2 on pens). 
Essex Junior Trophy, 2nd rnd: 
Meadows 2, Altham Grove res 3; 
Broadley Common 2, Upshire res; 
Talento 2, Writtle 5; FC Flare 7, 
Essex Police 0; City Supporters 2, 
Maiden 4. 


Fixtures 


SATURDAY NOVEMBER 24 

Football 

Ryman League, prem div: 
Ashford Tn (Middx) v Harlow Tn. 
LFC Insurance Essex Olympian 
League, prem div: Epping v 
Benfleet. 

Snr div one: Old Chelmsfordians v 
Potter Street, Roydon v Faces. 
Footprint Bishop’s Stortford, 
Stansted & District League: 

Birchanger v White Roding, 
Debden res v Hatfield Heath, North 
Weald v Loughton, Old Street v 
Potter Street res, Quendon Ath v 
Pelly House. 

Div one: Albury v Thaxted Rangers 
res, Avondale Rangers v Sheering 
res, Frontiers v Salvation Army, 
Hatfield Heath res v North Weald 
res, Heath Rovers v Dunmow 
Rhodes, Langley Rangers v Lower 
Street, Potter Street A v Thorley 
Park. 

Rugby 

RFU London & South East 
League, div three north east: 

Harlow v Braintree. 

Essex League, div one: East 
London v Upper Clapton. 

Hockey 

NE14 East Men’s League, div four 
south east: East London II v 
Harlow. 

Essex Women’s League, prem 
div: Harlow Ladies v Havering. 

SUNDAY NOVEMBER 25 

Football 

Harlow & District League, prem 
div: Marquis Sports v Maypole 
Ath, GPCA v Risden Wd, Rouge 
Lyon v Old Town. 

Div one: Altham Grove v Unique, 
Harberts v New Tn Rangers, 
Maypole Ath res v GPCA res, 
Pollards v Risden Wd res. 

Div two: A&A Utd v Rouge Lyon 
res, Barnes v Marquis res, 
Eastwick v Pools, Galaxy v FC 
Parkside, Rhyno v Atletico UG. 

Div three: Latton Orient v Maypole 
Sp, Maiden v Harberts res, 
Matching v Talento, Risden Wd A v 
St Germaine. 

Div four: Abbey Albion v FC Flare, 
Ashfield v Dynamo, Broadley 
Common v FC Clark, Cottingham v 
Sharks, Langley Legends v 
Harberts Old Boys. 

Div five: Eppaldo v Archers Dart, 
Epping Ath v Matching res, 
Harberts A v Rouge Lyon A, 
Brookside res v Altham Grove res. 
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“R” LOW TYRES 
of Staple Tye 
Have Moved 

to Unit 34 Harlow 
Enterprise Centre, 
Burnt Mill, Harlow 

01279 426092 
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Sports Editor: Alan Scott (01992) 526619; Reporter: David Rimmer 
(01279) 400572; email us at star@hertsessexnews.co.uk 

Coach's call to tearaways 



JACKS HATCH GARAGE 

C. A. FAUX & SONS, EPPING GREEN mb 

• Est. 1918 7 DAYS A WEEK mmd 

01992 892167 E3 

ATTENDED SEFMCE • UNLEADED *DERV 
PARAFFIN 70p a litre 

ACCESSORY SHOP- WIDE RANGE OF OILS, WIPER BLADES AND MORE 

CAR BATTERIES 

036 £16.99,063 £36.95,085 £37.00, P8 £57.95 

JACKS HATCH PACKAGE DEALS 

New economy tyre including valve, balance, fitting, VAT and 
waste disposal 155/80 x 13 £25.95 155/70 x 13 £26.95 


NEW TYRES - RING TO CHECK OUT OUR PRICES 




Puncture from £7.80 • Alloy Balance £7.95 
Tyre Change from £6.50 • Tracki ng from £16.99 
Wheel Balance £6.70 • Valve £2.00 
Waste Disposal £2.00 • Pump-up £16.30 

Prices inc VAT perslde 



Dismay at Cup delay 


HAWKS player/boss Ryan 
Kirby believes a worrying 
precedent has been set by the 
Ryman League’s decision to 
postpone Harlow Town’s home 
fixture with Horsham due to 
the Sussex side’s FA Cup tie 
against Swansea City. 

He complained that the 
Conference did not show such 
courtesy when his old 
Stevenage Borough side had 
to make an arduous trip to 
Gateshead prior to their 
tumultuous Cup match 
against Newcastle United in 
1998. 

Kirby, then a centre-half in 
Paul Fairclough’s Boro side, 
refused to condemn the 
Ryman League for its decision 
but admitted many at the 
Harlow club were furious 
about the switch. 

The Hawks were due to host 


Horsham on Tuesday - three 
days before the Cup second- 
round match. The fixture will 
now be played on January 15. 
The Ryman League has stated 
it is well within its rights to 
move the fixture. 

“Never once have we had a 
league game called off. It’s a 
huge surprise,” said Kirby. 
“When I was at Stevenage we 
had to play Gateshead away 
before the Newcastle match.” 
He added yesterday 
(Wednesday): “I can 
understand why they (the 
Ryman League) have done it. 
“It is frustrating that we 
cannot play one of the leading 
teams in the league when we 
are doing well. 

“We have hit a decent run of 
form and want to play 
games.” 


Fowler rues 
spat as he's 

hit with ban 



The Winter Check includes a visual safety inspection of 
your vehicle in addition to checking and topping up all 
vital fluids to reduce the chances of incident and 
breakdown during the harsh winter months. 

* ► w « 4 Harlow Limited 


Elizabeth Way, Burnt Mill, Harlow 0845 257 7206 
www. moto rsa I es h a r I ow.co. u k 



LIVELY 

LALITE: 

Leon Lalite, 
right , was an 
excellent 
midfield 
influence for 
Harlow (photo: 
NM9NBTVS/11) 


JORDAN Fowler is facing a three- 
match ban after being red-carded 
during the Hawks’ home draw 
against Wealdstone at a wet 
Barrows Farm, writes David 
Rimmer . 

The Hawks midfielder got involved in 
a silly spat with ’Stone’s James Gray 55 
minutes into Tuesday’s match after he 
made a late challenge. Both were sent 
off. 

Wealdstone’s Dean Papali was booked for 
his aggressive attitude in the ensuing fracas 
as well as ’Stone’s physio Leo Morris, who 
got involved. 

The match only went ahead after extensive 
drying but passing was difficult on a slip¬ 
pery surface. 


Harlow Town 1, Wealdstone 1 

(Ryman League, prem div) 

Harlow were the best side in the first half. 
David Lee forced visitors’ keeper Keith 
Karamoke to tip away on 21 and 22 minutes 
before Raphael Silvestre came close twice. 

The hosts went ahead on 36 minutes. 
Lee’s pass was flicked on by Silvestre and 
Leon Lalite pounced with his 25-yard shot, 
beating Karamoke at the near post. 

But Harlow lost their way when both sides 
went down to 10. On 68 minutes, ’Stone sub¬ 
stitute Peter Dean got in behind the home 
defence and his shot hit the post before 
Harlow player/boss Ryan Kirby cleared. 

However, ’Stone equalised just 30 seconds 
later when Graeme Montgomery’s deep 
cross from the left was headed home by Carl 


Martin. 

Shortly afterwards, Lalite had a shot saved 
by Karamoke and a glancing James Bunn 
header went over on 84 minutes, while home 
keeper James Hasell brilliantly blocked a 
Stephen Hughes shot from a 82nd minute 
corner. 

Just before the end, Hawks defender Lee 
Miles and Hughes were booked after a spat. 

“I still cannot believe we only got a point,” 
said Kirby. “We did so well but lost our way 
for 10 minutes in the second half where we 
passed too short in our half and invited them 
on.” 

Harlow are in eighth spot. 

Harlow Tn: Hasell 8, Davis 6, Akers 7 
(Taylor, 74), Miles 6, Kirby 7, Chapman 7, 
Lalite 9, Lee 8, Bunn 7 (Green, 86), Fowler 
5 (sent off, 55), Silvestre 6 (Williams, 67). 
Subs not used: Dumoulin (gk), Gliddon. 
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